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Introduction 



Summary: 

The LC 3000 Series Design and Configuration Guide provides an easy and flexible way to 
design High Performance Computing (HPC) clusters. It is easy to design an HPC cluster with 
this guide because everything needed for the cluster is specified through Reference Designs. The 
flexible process provides the ability to fully configure the cluster by selecting the number of 
compute nodes in the cluster, type of cluster interconnect network, processor types, processor 
speeds, other server options, storage subsystems, storage options, and software options. 

Reference Designs: 

The LC 3000 Series Cluster Reference Designs in this guide serve as the foundation for 
designing an HPC cluster. The Reference Designs include wiring diagrams of the three cluster 
networks: In Band (IB) and Out of Band (OOB) management networks and the cluster 
interconnect network. The Reference Designs contain rack configurations detailing component 
placement in the racks and the location of the potential expansion compute nodes and switches. 
The Reference Designs also provide comprehensive parts lists to assist you in the order process. 
The parts lists include all of the part numbers and part descriptions, along with their respective 
quantities, needed to build an LC 3000 Series Cluster. The Reference Designs are distinguished 
from one another by the types and sizes of the cluster interconnect network switch. The types of 
cluster interconnect networks supported by the LC 3000 Series Clusters are: Myrinet, Gigabit 
Ethernet and Fast Ethernet. Each cluster interconnect network switch supports a certain range of 
compute nodes and can be expanded to some maximum number of compute nodes. 

Using the Design and Configuration Matrix: 

The LC 3000 Series Design and Configuration Matrix assists in selecting an LC 3000 Series 
Cluster Reference Design to be customized to meet your needs. By utilizing three basic inputs, 
the LC 3000 Series Design and Configuration Matrix helps define the most cost efficient cluster 
interconnect network switch solution while satisfying both your current compute node count 
configuration needs and future compute node count expansion plans. 

The three basic inputs needed to define the cluster configuration are located in the first three 
columns of the Design and Configuration matrix. Select a Cluster Interconnect Network, the 
number of Compute nodes to make up the cluster, and the maximum number of Compute nodes 
you may expand the cluster to in the future. Each selection from left to right narrows down the 
potential options. Once the three selections are made, the result on the right hand side of the 
matrix is a particular Reference Design and Reference Parts List as well as the page(s) to find 
them on. The resulting page(s) provide(s) a detailed reference wiring diagram, a reference rack 
configuration diagram, and a Reference Parts List. Refer to the quantity column of the 
Reference Parts List whose range includes the selected compute node count. Each quantity 
column encompasses an entire cluster solution. (Note: Use only the column for your desired 
node count.) Once the correct column quantity is selected, record the quantities needed for each 
part in the appropriate cluster interconnect network Order Worksheet. Order Worksheets for 
each cluster interconnect network are included in this document to assist in recording the 
quantities needed to order the LC 3000 Series Cluster. Where prompted, substitute the number 
of compute nodes selected for the # sign in the simple equations. 

An Options Worksheet is also available in this document to order hardware options for the 
DL380 (Control node) and DL145 (Compute node). Options include, but are not limited to, 
additional processors, memory and disk capacity. All Compute nodes must be identically 
configured. 
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Software Options: 

Software options such as operating system media and licenses are available. Please refer to the 
LC 3000 Series Software Options worksheet for part numbers and quantities. The operating 
system options available with the LC 3000 Series Clusters include Red Hat 3 one year and three 
year licenses, SLES 8 one year and three year licenses, and Microsoft Windows Server 2003. 
Separate part numbers are provided for Control and Compute nodes. When ordering Red Hat 3 
and SLES 8, the first group of eight compute nodes require a special part number to be ordered 
that contains the media, HP Care Pack, and the base eight licenses. The licenses for the 
additional groups of eight compute nodes should be ordered using the separate part number 
indicated in the Software Options table. The licenses for Microsoft Windows come in bundles of 
16 for the Compute nodes. 

Scali Manage/Connect software is also available. The appropriate Control node media and 
license and the correct number of Compute node licenses must be ordered. Scali 
Manage/Connect is supported on Linux operating systems only. 

Storage Subsystems: 

Storage Subsystems are also available for the compute cluster. In the LC 3000 Series Design 
and Configuration Guide, several Storage Subsystems have been defined with wiring diagrams, 
rack configurations, and Reference Parts Lists. The Storage Subsystems are attached to the 
compute cluster via the In Band Gigabit Ethernet network. If you would like to select one of the 
Storage Subsystems, simply place the order using the appropriate Reference Parts List. 

To add storage options, please refer to the Storage Subsystem Options worksheet. 

Using the Upgrade Worksheets: 

There are Upgrade Worksheets for each cluster interconnect network included in this document. 
Each Reference Design has its own maximum expandability as illustrated by the LC 3000 Series 
Design and Configuration Matrix and listed on each LC 3000 Series Cluster Reference Design 
page. To expand your Compute node count, find the correct cluster interconnect network 
Upgrade Worksheet and fill out the Current Configuration column and the New Configuration 
column using the appropriate Reference Parts List. Depending on the situation, these two inputs 
could come from separate quantity columns but will always come from the same Reference 
Design. Then subtract the quantity of each part in the Current Configuration column from each 
part in the New Configuration column, and enter the difference in the Parts Needed column. The 
generated Parts Needed column provides you with exactly the necessary parts to achieve your 
new configuration. 
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LC 3000 Series Design and Configuration Matrix 
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Notes: 1. # represents the number of compute nodes. 

2. Please refer to the server options table for adding processors, memory, disks, network adapters, ... 



Part 
Numbers 


LC 3000 Series Parts List 
Mvrinet 


1 - 32 Nodes 
(32 Node Max) 




Factory Integration 




325733-888 


Level 4 Factory Integration 


1 


359578-B21 


Confiquration Resource Kit 


1 






333705-XXX 


DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 


1 


333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 


310587-XXX 


DL380G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X512MB RAM 


349201 -XXX 


DL380G3 1P-2.8GHZ 512KB Cache 400MHz FSB, 2X512MB RAM 








36051 8-B21 


DL145 1P-1.6GHZ 1MB Cache, 2X512MB RAM 


# 


36051 9-B21 


DL145 1P-1.8GHZ 1MB Cache, 2X1 GB RAM 


360520-B21 


DL145 1P-2.2GHZ 1MB Cache, 2X1 GB RAM 


257894-006 


Myrinet Fiber PCI-X Single Port Adapter Card - M3F-PCIXD-2 


# 


142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 


# 


J4904A#WWW 


ProCurve 2848 - 10/100/1000-T Switch, 48 Ports, 1U 


1 


J4899A#WWW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 


1 






257896-002 


Myrinet 5-Slot Switch Frame, 3U, Max Support 32 Ports - M3-E32 


1 


257896-003 


Myrinet 9-Slot Switch Frame, 5U, Max Support 64 Ports - M3-E64 




257896-004 


Myrinet 17-Slot Switch Frame, 9U, Max Support 128 Ports - M3-E128 




257895-001 


Myrinet 8-Port Fiber Switch Card With XBar - M3-SW16-8F 
*** Round up to the nearest integer. 


#/8 


262818-001 


Myrinet SNMP Monitorinq Line Card, Dual Port - M3-M 


1 


337807-001 


Myrinet Front Blanking Panel - M3-BLANK 
*** Round down to the nearest inteqer. 


4 - (# / 8) 


360363-B21 


Myrinet Switch Rail Kit 


1 




Common Interconnect Parts 


Quantity 


356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 


2 


142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


3 


BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity bv 8 and round up to the nearest inteqer. 


#*2 + 2 


BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest inteqer. 


1 


BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity bv 4 and round up to the nearest inteqer. 


2 


221692-B22 


Fiber Cable, LC-LC, OPTICAL, 5M 


# 


221692-B23 


Fiber Cable, LC-LC, OPTICAL, 15M 




245161-B22 


Rack 10642 (42U) Shock Pallet 


1 


221546-YYY 


TFT5600RKM 


1 


169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 


1 


252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 


If # <= 8, then 1. 
If8<#<= 22, then 2. 
If # > 22, then 3. 


246099-B21 


Side Panel 42U, 10K Series All 


1 


246107-B21 


Stabilizer 600mm, 10K Series All 


1 


248929-B21 


Bayinq Kit, 10K Series All 




253214-B21 


Blanking Panels, 10 Per Set, 1U, 10K Series All 
*** Round up to the nearest integer. 
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Notes: 1. # represents the number of compute nodes. 

2. Please refer to the server options table for adding processors, memory, disks, network adapters, 



Part 

Mi imhorc 

IN U 1 1 1 Del o 


LC 3000 Series Parts List 
Mvrinet 


1 - 32 Nodes 
(Expandable to 64 Nodes) 


33 - 64 Nodes 
(64 Node Max) 


325733-888 


Level 4 Factory Inteqration 


1 


2 


359578-B21 

\J\jZj\) \ U UL. 1 


Configuration Resource Kit 


1 


1 






333705-XXX 


ni ^Rflf^ 1P ^ 9nH7 1MR Parhp <vWyi-l7 FQR 9Y519MR RAM 
ULuOUUu I r-J.iOrlii I IVID L/dullc uuulVInZ rOD, iAO I £ IVID rVMVI 
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333704-XXX 

JJU 1 U^r /v/V/v 
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JUUJ 1 U UL. 1 
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3(5(1520-B21 

iJUUJLU UL. 1 


DL145 1P-2.2GHZ 1MB Cache, 2X1 GB RAM 


257814-0(1(5 

L\*J \ UJt UUU 
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142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 


# 


# 




IB / 00B Manaqement Interconnect 


Quantity 


Quantity 


I4<104A#VVWW 


PrnPiir\/p 9P4ft - in/mn/innn-T ^witrh Aft PnrtQ 111 
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Compute Interconnect 


Quantity 


Quantity 


257896-002 

£_U 1 UUU 'JUL. 


Myrinet 5-Slot Switch Frame, 3U, Max Support 32 Ports - M3-E32 






257896-003 


Myrinet 9-Slot Switch Frame. 5U. Max Support 64 Ports - M3-E64 


1 


1 


257896-004 


Myrinet 17-Slot Switch Frame, 9U, Max Support 128 Ports - M3-E128 






257895-001 


Myrinet 8-Port Fiber Switch Card With XBar - M3-SW16-8F 

*** RnunH nn tn thp nparp^t intpnpr 

1 \UUI IU U\J LU LI IC 1 ICal Col II IIC l_| CI . 


#18 


#/8 


262818-001 


Myrinet SNMP Monitoring Line Card, Dual Port - M3-M 


1 


1 


337807-001 


Myrinet Front Blanking Panel - M3-BLANK 

*** RounH Hnwn tn thp nparp^t intpnpr 

1 \UU 1 IU UU VVI 1 LU IIIC IICCUCOLIIIlCU,CI. 


8-(#/8) 


8-(#/8) 


360363-B21 


Myrinet Switch Rail Kit 


1 


1 


356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 


2 


4 


142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


3 


5 


BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US) 6 FT 8 Per Park 

\jr\ 1 UL UuL/lrJ U 1 1 j U \ CI \ OU[\ 

*** Fnr I \R Hiv/irlp Piuantitv hv R anrl rni mrl i in tn thp nparp^t intpnpr 

1 UI U O , UIVIUC UU u 1 1 LI IY U y U OIIU IUUIIU U \J IU LIIC IICulCOL IIILCLjCI. 


#*2 + 2 


#* 2 + 7 


BN26M-04or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 

CAT5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


1 


1 


BN26M-07or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US) 20 FT 4 Per Park 

*** Crti- 1 ic Hi\/irlp Pli lantih/ hv A anrl rni inH i in tn thp nparpQt intpnpr 
rui uo, ui viuc wuai liny uy 4 a\ iu i uui iu up iu ti ic i icai col n iicljci . 


2 


2 


221692-B22 


Fiber Cable, LC-LC, OPTICAL, 5M 


# 


# 


221692-B23 


Fiber Cable, LC-LC, OPTICAL, 15M 






245161-B22 


Rack 10642 (42U) Shock Pallet 


1 


2 


221 546- YYY 


TFT5600RKM 


1 


1 


169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 


1 


1 


252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 


lf#<= 6, then 1 . 
If6<#<= 20, then 2. 
If # > 20, then 3. 


If # <= 44, then 4. 
If 44 < # <= 58, then 5. 
If # > 58, then 6. 


246099-B21 


Side Panel 42U, 10K Series All 


1 


1 


246107-B21 


Stabilizer 600mm, 10K Series All 


1 




248929-B21 


Baying Kit, 1 0K Series All 




1 


253214-B21 


Blanking Panels, 10 Per Set, 1U, 10K Series All 
*** Round up to the nearest integer. 


(39 - #) / 10 


(81-#)/10 
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S 30 Expansion 




32 






31 




S 29 DL145 




31 




S 18 DL145 




31 




S 29 Expansion 




31 






30 




S 28 DL145 




30 
29 




S 17 DL380 orDL145 




30 




S 28 Expansion 




30 






29 




S 27 DL145 




29 




S 27 Expansion 




29 






28 




S 26 DL145 




28 




S 16 DL145 




28 




S 26 Expansion 




28 






27 




S 25 DL145 




27 




S 15 DL145 




27 




S 25 Expansion 




27 






26 




S 24 DL145 




26 




S 14 DL145 




26 




S 24 Expansion 




26 






25 




S 23 DL145 




25 




S 13 DL145 




25 




S 23 Expansion 




25 






24 




S 22 DL145 




24 




S 12 DL145 




24 




S 22 Expansion 




24 






23 




S 21 DL145 




23 
22 
21 
20 




S 11 DL145 




23 




S 21 Expansion 




23 






22 




SW 2 ProCurve 2650 






2650 




22 




SW 2 Expansion 




22 




SW 2 Expansion 


21 




SW 1 ProCurve 2848 






2848 




21 




SW 1 Expansion 




21 




SW 1 Expansion 


20 




S 20 DL145 








20 




S 20 Expansion 




20 




S 20 Expansion 


19 




S 19 DL145 




19 




S 10 DL145 




19 




S 19 Expansion 




19 




S 19 Expansion 


18 




S 18 DL145 




18 




S 9 DL145 




18 




S 18 Expansion 




18 




S 18 Expansion 


17 




S 17 DL145 




17 




S 8 DL145 




17 




S 17 Expansion 




17 




S 17 Expansion 


16 




S 16 DL145 




16 




S 7 DL145 




16 




S 16 Expansion 




16 




S 16 Expansion 


15 




S 15 DL145 




15 




S 6 DL145 




15 




S 15 Expansion 




15 




S 15 Expansion 


14 




S 14 DL145 




14 




S 5 DL145 




14 




S 14 Expansion 




14 




S 14 Expansion 


13 




S 13 DL145 




13 




S 4 DL145 




13 




S 13 Expansion 




13 




S 13 Expansion 


12 




S 12 DL145 




12 




S 3 DL145 




12 




S 12 Expansion 




12 




S 12 Expansion 


11 




S 11 DL145 




1 1 




S 2 DL145 




11 




S 11 Expansion 




11 




S 11 Expansion 


10 




S 10 DL145 




10 




S 1 DL145 




10 




S 10 Expansion 




10 




S 10 Expansion 


9 




S 9 DL145 




9 
8 
7 
6 
5 
4 
3 

~T 




Myricom 17 slot 
SW 1 chassis w/Myrinet 
line cards 




9 




S 9 Expansion 




9 




S 9 Expansion 


8 




S 8 DL145 




8 




S 8 Expansion 




8 




S 8 Expansion 


7 




S 7 DL145 




7 




S 7 Expansion 




7 




S 7 Expansion 


6 




S 6 DL145 




6 




S 6 Expansion 




6 




S 6 Expansion 


5 




S 5 DL145 




5 




S 5 Expansion 




5 




S 5 Expansion 


4 




S 4 DL145 




4 




S 4 Expansion 




4 




S 4 Expansion 


3 




S 3 DL145 




3 




S 3 Expansion 




3 




S 3 Expansion 






S 2 DU45 




-l 




S 2 Expansion 




2 




S 2 Expansion 


\ 




S 1 DL145 




1 




S 1 Expansion 




1 




S 1 Expansion 
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Rack 1 (R1) 




U 




Rack 2 (R2) 




U 




Rack 3 (R3) 




U 




Rack 4 (R4) 
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LC 3000 Series 64 Node Myrinet DL145 Cluster Reference 

Notes: 1. # represents the number of compute nodes. 

2. Please refer to the server options table for adding processors, memory, disks, network adapters, ... 



Part 
Numbers 


LC 3000 Series Parts List 
Mvrinet 


29 - 68 Nodes 
(Expandable to 128 Nodes) 


69- 108 Nodes 
(Expandable to 128 Nodes) 


109- 128 Nodes 
(128 Node Max) 












OZ.O/ JO ooo 


I a\/d\ A. pQrtnn; 1 n ton rati f\n 
Level *+ rdUHJI y 1 1 1 LcL] 1 dUUI 1 


2 


3 


4 


359578-B21 


Configuration Resource Kit 


1 


1 


1 




DL380G3 Control Node 




333705-XXX 


DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 








333704-XXX 


DL380G3 1P-3. 06GHz 1MB Cache 533MHz FSB, 2X51 2MB RAM 


1 


1 


1 


310587-XXX 


DL380G3 1P-3. 06GHz 512KB Cache 533MHz FSB, 2X512MB RAM 


349201 -XXX 


DL380G3 1 P-2.8GHZ 51 2KB Cache 400MHz FSB, 2X51 2MB RAM 








36051 8-B21 


DL145 1P-1.6GHZ 1MB Cache, 2X512MB RAM 








36051 9-B21 


DL145 1P-1.8GHZ 1MB Cache, 2X1 GB RAM 


# 


# 


# 


360520-B21 


DL145 1P-2.2GHZ 1MB Cache, 2X1 GB RAM 








257894-006 


Mvrinet Fiber PCI-X Sinqle Port Adapter Card - M3F-PCIXD-2 


# 


# 


# 


142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 


# 


# 


# 










J4904A#WWW 


ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 


2 


3 


4 


J4899A#WWW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 


2 


3 


4 




Compute Interconnect 




257896-002 


Myrinet 5-Slot Switch Frame, 3U, Max Support 32 Ports - M3-E32 








257896-003 


Myrinet 9-Slot Switch Frame, 5U, Max Support 64 Ports - M3-E64 








257896-004 


Myrinet 17-Slot Switch Frame, 9U, Max Support 128 Ports - M3-E128 


1 


1 


1 


257895-001 


Myrinet 8-Port Fiber Switch Card With XBar - M3-SW16-8F 
*** Round up to the nearest inteqer. 


#18 


#18 


#18 


262818-001 


Myrinet SNMP Monitorinq Line Card, Dual Port - M3-M 


1 


1 


1 


337807-001 


Myrinet Front Blanking Panel - M3-BLANK 
*** Round down to the nearest inteqer. 


16-(#/8) 


16 - (# / 8) 


16 - (# / 8) 


360363-B21 


Myrinet Switch Rail Kit 


1 


1 


1 




Common Interconnect Parts 


Quantity 


Quantity 


Quantity 


356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 


4 


6 


8 


142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


5 


7 


9 


BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest inteqer. 


#* 2 + 7 


#*2 + 12 


#*2 + 12 


BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest inteqer. 


1 


1 


1 


BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 4 and round up to the nearest inteqer. 


2 


2 


6 


221692-B22 


Fiber Cable, LC-LC, OPTICAL, 5M 


# 


# 


If # < 120, then # 
else 120. 


221692-B23 


Fiber Cable, LC-LC, OPTICAL, 15M 






If # < 120, then 0 
else#- 120. 










245161-B22 


Rack 10642 (42U) Shock Pallet 


2 


3 


4 


221546-YYY 


TFT5600RKM 


1 


1 


1 


169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 


1 


1 


1 


252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 


lf#<= 40, then 4. 
If 40 < # <= 54, then 5. 
If #> 54, then 6. 


If #<= 80, then 7. 
If 80 < # <= 94, then 8. 
If #> 94, then 9. 


If # <= 120, then 10 
else 11. 


246099-B21 


Side Panel 42U, 10K Series All 


1 


1 


1 


246107-B21 


Stabilizer 600mm, 10K Series All 








248929-B21 


Bayinq Kit, 10K Series All 


1 


2 


3 


253214-B21 


Blanking Panels, 10 Per Set, 1U, 10K Series All 
*** Round up to the nearest inteqer. 


(81 -#)/ 10 


(123-#)/10 


(165-#)/10 



LC 3000 Series Myrinet DL145 Cluster Order Worksheet 



Note: Please make copies for future use. 



Part 
Numbers 


LC 3000 Series Parts List 
Myrinet 


Order 


325733-888 


Level 4 Factory Integration 




359578-B21 


Configuration Resource Kit 






DL380G3 Control Node 




333705-XXX 


DL380G3 1 P-3.2GHz 1 MB Cache 533MHz FSB, 2X51 2MB RAM 




333704-XXX 


DL380G3 1P-3.06GHz 1MB Cache 533MHz FSB, 2X51 2MB RAM 




310587-XXX 


DL380G3 1P-3.06GHz 512KB Cache 533MHz FSB, 2X51 2MB RAM 




349201 -XXX 


DL380G3 1P-2.8GHz 512KB Cache 400MHz FSB, 2X512MB RAM 






DL145 Compute Node I Quantity 


36051 8-B21 


DL145 1P-1.6GHz 1MB Cache, 2X512MB RAM 




36051 9-B21 


DL145 1P-1.8GHz 1MB Cache, 2X1 GB RAM 




360520-B21 


DL145 1P-2.2GHz 1MB Cache, 2X1 GB RAM 




257894-006 


Myrinet Fiber PCI-X Single Port Adapter Card - M3F-PCIXD-2 




142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 






IB / OOB Management Interconnect f Quantity 


J4904A#WWW 


ProCurve 2848 - 10/100/1000-T Switch, 48 Ports, 1U 




J4899A#WWW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 






Compute Interconnect 




257896-002 


Myrinet 5-Slot Switch Frame, 3U, Max Support 32 Ports - M3-E32 




257896-003 


Myrinet 9-Slot Switch Frame, 5U, Max Support 64 Ports - M3-E64 




257896-004 


Myrinet 17-Slot Switch Frame, 9U, Max Support 128 Ports - M3-E128 




257895-001 


Myrinet 8-Port Fiber Switch Card With XBar - M3-SW16-8F 




262818-001 


Myrinet SNMP Monitoring Line Card, Dual Port - M3-M 




337807-001 


Myrinet Front Blanking Panel - M3-BLANK 




360363-B21 


Myrinet Switch Rail Kit 






Common Interconnect Parts I Quantity 


OOOO/O-DZl 


1U Switch Rail Kit, 10K Series Rack Mount 




142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 




BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 






BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 1 2 FT, 8 Per Pack 






BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 






221692-B22 


Fiber Cable, LC-LC, OPTICAL, 5M 




221692-B23 


Fiber Cable, LC-LC, OPTICAL, 15M 




245161-B22 


Rack 10642 (42U) Shock Pallet 




221546-YYY 


TFT5600RKM 




169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 




252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 




246099-B21 


Side Panel 42U, 10K Series All 




246107-B21 


Stabilizer 600mm, 10K Series All 




248929-B21 


Baying Kit, 1 0K Series All 




25321 4-B21 


Blanking Panels, 1 0 Per Set, 1 U, 1 0K Series All 





Part Number Key 
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LC 3000 Series 16 Node GigE DL145 Cluster Reference 

GigE (expandaf^le^to 22 nodes) 
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SW1 

ProCurve 2848 
10/100/1000 
(IB Management Switch) 



SW2 

ProCurve 2650 
10/100 
(OOB Management 
Switch) 



Optional Storage Solution 



42 






41 






40 






39 






38 






37 






36 






35 






34 






33 






32 






31 






30 
29 




S 23 DL380 orDL145 


28 






27 






26 






25 




S 22 Expansion 


24 




S 21 Expansion 


23 




S 20 Expansion 


22 




SW 2 ProCurve 2650 


21 




SW 1 ProCurve 2848 


20 






19 




S 19 Expansion 


18 




S 18 Expansion 


17 




S 17 Expansion 


16 




S 16 DL145 


15 




S 15 DL145 


14 




S 14 DL145 


13 




S 13 DL145 


12 




S 12 DL145 


11 




S 11 DL145 


10 




S 10 DL145 


9 




S 9 DL145 


8 




S 8 DL145 


7 




S 7 DL145 


6 




S 6 DL145 


5 




S 5 DL145 


4 




S 4 DL145 


3 




S 3 DL145 


2 




S 2 DL145 


1 




S 1 DL145 



Notes: 1. # represents the number of compute nodes. 

2. Please refer to the server options table for adding processors, memory, disks, network adapters, 



Rack 1 (R1) 



Part Number Key 




WWW 


XXX 


YYY 


III 


US 


ABA 


001 


001 


D72 


EMEA 


ABB 


421 


B31 


B31 



Part 
Numbers 


LC 3000 Series Parts List 
GiqE 


1 - 22 Nodes 
(22 Node Max) 




Factory Integration 


Quantity 


325733-888 


Level 4 Factory Integration 


1 


359578-B21 


Configuration Resource Kit 


1 




DL380G3 Control Node 


Quantity 


333705-XXX 


DL380G3 1P-3.2GHz 1MB Cache 533MHz FSB, 2X51 2MB RAM 


1 


333704-XXX 


DL380G3 1P-3. 06GHz 1MB Cache 533MHz FSB, 2X51 2MB RAM 


310587-XXX 


DL380G3 1P-3. 06GHz 512KB Cache 533MHz FSB, 2X512MB RAM 


349201 -XXX 


DL380G3 1 P-2.8GHz 51 2KB Cache 400MHz FSB, 2X51 2MB RAM 




DL145 Compute Node 


Quantity 


36051 8-B21 


DL145 1P-1.6GHz 1MB Cache, 2X512MB RAM 


# 


36051 9-B21 


DL145 1P-1.8GHz 1MB Cache, 2X1 GB RAM 


360520-B21 


DL145 1P-2.2GHz 1MB Cache, 2X1 GB RAM 


142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 


# 




IB / OOB Management Interconnect 


Quantity 


J4904A#WWW 


ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 




J4899A#WWW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 


1 




Compute Interconnect 


L Quantity 


J4904A#WWW 


ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 


1 


257896-003 


Myrinet 9-Slot Switch Frame, 5U, Max Support 64 Ports - M3-E64 




257896-004 


Myrinet 17-Slot Switch Frame, 9U, Max Support 128 Ports - M3-E128 




356921 -B21 


Myrinet 8-Port GigE Switch Card With XBar - M3-SW16-8E 
*** Round up to the nearest integer. 




262818-001 


Myrinet SNMP Monitoring Line Card, Dual Port - M3-M 




337807-001 


Myrinet Front Blanking Panel - M3-BLANK 
*** Round down to the nearest integer. 




360363-B21 


Myrinet Switch Rail Kit 






Common Interconnect Parts 


Quantity 


356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 


2 


142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


2 


BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest inteqer. 


#*3+ 1 


BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest inteqer. 


1 


BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 4 and round up to the nearest inteqer. 


2 




Rack and Power Components 


Quantity 


245161-B22 


Rack 10642 (42U) Shock Pallet 


1 


221546-YYY 


TFT5600RKM 


1 


169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 


1 


252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 


If # <= 9, then 1 
else 2 


246099-B21 


Side Panel 42U, 10K Series All 


1 


246107-B21 


Stabilizer 600mm, 10K Series All 


1 


248929-B21 


Bayinq Kit, 10K Series All 




253214-B21 


Blanking Panels, 10 Per Set, 1U, 10K Series All 
*** Round up to the nearest integer. 


(39-#)/10 
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LC 3000 Series 24 Node GigE DL145 Cluster Reference 



GigE (expandable to 36 nodes) 
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SW1 

ProCurve 2848 
10/100/1000 
(Cluster Interconnect 
Switch) 



SW2 

ProCurve 2848 
10/100/1000 
(IB Management Switch) 



SW3 

ProCurve 2650 
10/100 
(OOB Management 
Switch) 



Optional Storage Solution 



42 




S 37 Expansion 


41 




S 36 Expansion 


40 




S 35 Expansion 






S 34 Expansion 


38 




S 33 Expansion 


37 




S 32 Expansion 


36 




S 31 Expansion 


35 




S 30 Expansion 


34 




S 29 Expansion 


33 




S 28 Expansion 


32 




S 27 Expansion 


31 




S 26 Expansion 


30 
29 




S 25 DL380 or DL145 


28 




S 24 DL145 


27 




S 23 DL145 


26 




S 22 DL145 


25 




S 21 DL145 


24 




S 20 DL145 


23 




S 19 DL145 


22 




SW 3 ProCurve 2650 


21 




SW 2 ProCurve 2848 


20 






19 




SW 1 ProCurve 2848 


18 




S 18 DL145 


17 




S 17 DL145 


16 




S 16 DL145 


15 




S 15 DL145 


14 




S 14 DL145 


13 




S 13 DL145 


12 




S 12 DL145 


11 




S 11 DL145 


10 




S 10 DL145 


9 




S 9 DL145 


8 




S 8 DL145 


7 




S 7 DL145 


6 




S 6 DL145 


5 




S 5 DL145 


4 




S 4 DL145 


3 




S 3 DL145 


2 




S 2 DL145 


1 




S 1 DL145 
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Rack 1 (R1) 



Part Number Key 
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Notes: 1. # represents the number of compute nodes. 

2. Please refer to the server options table for adding processors, memory, disks, network adapters, 



Part 
Numbers 


LC 3000 Series Parts List 
GiqE 


1 - 36 Nodes 
(36 Node Max) 




Factory Integration 


Quantity 


325733-888 


Level 4 Factory Integration 


1 


359578-B21 


Configuration Resource Kit 


1 




DL380G3 Control Node 


Quantity 


333705-XXX 


DL380G3 1P-3.2GHz 1MB Cache 533MHz FSB, 2X51 2MB RAM 


1 


333704-XXX 


DL380G3 1P-3. 06GHz 1MB Cache 533MHz FSB, 2X51 2MB RAM 


310587-XXX 


DL380G3 1P-3. 06GHz 512KB Cache 533MHz FSB, 2X512MB RAM 


349201 -XXX 


DL380G3 1 P-2.8GHz 51 2KB Cache 400MHz FSB, 2X51 2MB RAM 




DL145 Compute Node 


Quantity 


36051 8-B21 


DL145 1P-1.6GHz 1MB Cache, 2X512MB RAM 


# 


36051 9-B21 


DL145 1P-1.8GHz 1MB Cache, 2X1 GB RAM 


360520-B21 


DL145 1P-2.2GHz 1MB Cache, 2X1 GB RAM 


142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 


# 




IB / OOB Management Interconnect 


Quantity 


J4904A#WWW 


ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 


1 


J4899A#WWW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 


1 




Compute Interconnect 


L Quantity 


J4904A#WWW 


ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 


1 


257896-003 


Myrinet 9-Slot Switch Frame, 5U, Max Support 64 Ports - M3-E64 




257896-004 


Myrinet 17-Slot Switch Frame, 9U, Max Support 128 Ports - M3-E128 




356921 -B21 


Myrinet 8-Port GigE Switch Card With XBar - M3-SW16-8E 
*** Round up to the nearest integer. 




262818-001 


Myrinet SNMP Monitoring Line Card, Dual Port - M3-M 




337807-001 


Myrinet Front Blanking Panel - M3-BLANK 
*** Round down to the nearest integer. 




360363-B21 


Myrinet Switch Rail Kit 






Common Interconnect Parts 


Quantity 


356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 


3 


142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


3 


BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest inteqer. 


#*3+ 1 


BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest inteqer. 


1 


BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 4 and round up to the nearest inteqer. 


2 




Rack and Power Components 


Quantity 


245161-B22 


Rack 10642 (42U) Shock Pallet 


1 


221546-YYY 


TFT5600RKM 


1 


169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 


1 


252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 


lf#<= 8, then 1. 
If8<#<= 22, then 2. 
If #> 22, then 3. 


246099-B21 


Side Panel 42U, 10K Series All 


1 


246107-B21 


Stabilizer 600mm, 10K Series All 


1 


248929-B21 


Bayinq Kit, 10K Series All 




253214-B21 


Blanking Panels, 10 Per Set, 1U, 10K Series All 
*** Round up to the nearest integer. 


(39-#)/10 
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CD 
O 



LC 3000 Series 32 Node 

GigE (expandable to 64 nodes) 

a Rack 1 r ' Rack 2 
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S 33 DL145 




42 






41 




S 32 DL145 




41 






40 




S 31 DL145 




40 






39 




S 30 DL145 




39 






38 




S 29 DL145 




38 






37 




S 28 DL145 




37 






36 




S 27 DL145 




36 






35 




S 26 DL145 




35 






34 




S 25 DL145 




34 




S 32 Expansion 


33 




S 24 DL145 




33 




S 31 Expansion 


32 




S 23 DL145 




32 




S 30 Expansion 


31 




S 22 DL145 




31 




S 29 Expansion 


30 
29 




S 21 DL380 orDL145 




30 




S 28 Expansion 


29 




S 27 Expansion 


28 




S 20 DL145 




28 




S 26 Expansion 


27 




S 19 DL145 




27 




S 25 Expansion 


26 




S 18 DL145 




26 




S 24 Expansion 


25 




S 17 DL145 




25 




S 23 Expansion 


24 




S 16 DL145 




24 




S 22 Expansion 


23 
22 
21 
20 




S 15 DL145 




23 




S 21 Expansion 


■3™^™ I " ■ ■ ■■ "IN III 




22 




SW 2 Expansion 


HSR 


21 




SW 1 Expansion 






20 




S 20 Expansion 


19 




S 14 DL145 




19 




S 19 Expansion 


18 




S 13 DL145 




18 




S 18 Expansion 


17 




S 12 DL145 




17 




S 17 Expansion 


16 




S 11 DL145 




16 




S 16 Expansion 


15 




S 10 DL145 




15 




S 15 Expansion 


14 




S 9 DL145 




14 




S 14 Expansion 


13 




S 8 DL145 




13 




S 13 Expansion 


12 




S 7 DL145 




12 




S 12 Expansion 


11 




S 6 DL145 




11 




S 11 Expansion 


10 




S 5 DL145 




10 




S 10 Expansion 


9 




S 4 DL145 




9 




S 9 Expansion 


8 




S 3 DL145 




8 




S 8 Expansion 


7 




S 2 DL145 




7 




S 7 Expansion 


6 




S 1 DL145 




6 




S 6 Expansion 


5 
4 
_3 

2 
1 




Myricom 9 slot 
SW 1 chassis w/GigE 
line cards 




5 




S 5 Expansion 


4 




S 4 Expansion 


3 




S 3 Expansion 


2 




S 2 Expansion 


1 




S 1 Expansion 


U 




Rack 1 (R1) 




U 




Rack 2 (R2) 



Part Number Key 




WWW 


XXX 
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US 
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421 


B31 


B31 



GigE DL145 Cluster Reference 

Notes: 1. # represents the number of compute nodes. 



2. Please refer to the server options table for adding processors, memory, disks, network adapters, ... 



Part 


LC 3000 Series Parts List 


1-32 Nodes 


33 -64 Nodes 


Numbers 


GiaE 


(Expandable to 64 Nodes) 


(64 Node Max) 




Factory Integration 






325733-888 


Level 4 Factory Integration 


1 


2 


359578-B21 


Configuration Resource Kit 


1 


1 




DL380G3 Control Node 




333705-XXX 


DL380G3 1P-3.2GHz 1MB Cache 533MHz FSB, 2X512MB RAM 






333704-XXX 


DL380G3 1P-3.06GHz 1MB Cache 533MHz FSB, 2X512MB RAM 


1 


1 


310587-XXX 


DL380G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X512MB RAM 






349201-XXX 


DL380G3 1P-2.8GHz 512KB Cache 400MHz FSB, 2X512MB RAM 










360518-B21 


DL145 1P-1.6GHz 1MB Cache, 2X512MB RAM 






360519-B21 


DL145 1 P-1 ,8GHz 1 MB Cache, 2X1 GB RAM 


# 


# 


360520-B21 


DL145 1P-2.2GHz 1MB Cache, 2X1 GB RAM 






142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 


# 


# 












ProCurve 2848 - 1 0/1 00/1 000-T Switch, 48 Ports, 1 U 




2 


J4899A#WWW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 


1 


2 




Compute Interconnect 


Quantity 




J4904A#WWW 


ProCurve 2848 - 10/100/1000-T Switch, 48 Ports, 1U 






257896-003 


Myrinet 9-Slot Switch Frame, 5U, Max Support 64 Ports - M3-E64 


1 


1 


257896-004 


Myrinet 17-Slot Switch Frame, 9U, Max Support 128 Ports - M3-E128 






356921-B21 


Myrinet 8-Port GigE Switch Card With XBar - M3-SW16-8E 
*** Round up to the nearest integer. 


#/8 


#/8 


262818-001 


Myrinet SNMP Monitoring Line Card, Dual Port - M3-M 


1 


1 


3378(17-0(11 

00/ OU 1 UU 1 


Myrinet Front Blanking Panel - M3-BLANK 
*** Round down to the nearest integer. 


8-(#/8) 


8-(#/8) 


360363-B21 


Myrinet Switch Rail Kit 


1 


1 


356578-B21 


1 U Switch Rail Kit, 10K Series Rack Mount 


2 


4 


142257-006 


PowerCord, IEC-C13 IEC-C14, 4.5FT 


3 


5 


BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT5E Cable (US), 6 FT, 8 Per Pack 


If # < 20, then# * 3 + 1 
else # * 2 + 22. 


If # < 44, then # * 3 - 5 
else # * 2 + 39. 


*** For US, divide Quantity by 8 and round up to the nearest integer. 


BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT5E Cable (US), 12 FT, 8 Per Pack 


If # < 20, then 1 
else #-19. 


If #< 44, then 13 
else #-31. 


*** For US, divide Quantity by 8 and round up to the nearest integer. 


BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 

CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 4 and round up to the nearest integer. 


2 


2 






245161-B22 


Rack 10642 (42U) Shock Pallet 


1 


2 


221546-YYY 


TFT5600RKM 


1 


1 


169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 


1 


1 






If # <= 6, then 1. 


If # <= 44, then 4. 


252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 


If8<#<= 20,then 2. 
If #> 20, then 3. 


If 44 < # <= 58, then 5. 
If # > 58, then 6. 


246099-B21 


Side Panel 42U, 10K Series All 


1 


1 


246107-B21 


Stabilizer 600mm, 10K Series All 


1 




248929-B21 


Baying Kit, 1 0K Series All 




1 


253214-B21 


Blanking Panels, 10 Per Set, 1U, 1 0K Series All 
*** Round up to the nearest integer. 


(39-#)/10 


(81 - #) / 10 



LC 3000 Series 64 Node GigE DL145 Cluster Reference 

GigE 

Rack; 
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SW1 

ProCurve 2848 
10/100/1000 
(IB Management Switch) 



5W2 

ProCurve 2650 
10/100 
(OOB Management 
Switch) 



(expandable to 128 nodes) 

Rack 3 



g. 3 w 



sag 

J_Ii 



O „ 

7 o D 

o 3 r 

m E S 



o _ 

7 o D 

o 3 £ 

m E S 



SW1 

Myricom w/GigE Line 

(Cluster Interconnect 

Switch) 



SW2 

ProCurve 2848 
10/100/1000 
(IB Management Switch) 



rm 



SW3 

ProCurve 2650 
10/100 
(OOB Management 
Switch) 




SW1 

ProCurve 2848 
10/100/1000 
(IB Management Switch) 



SW2 

ProCurve 2650 
10/100 
(OOB Management 

Switch) 



O „ 

7 O D 

o 3 C 

<" E w 



z 9i 

o 3 r 



SW1 

ProCurve 2848 
10/100/1000 
(IB Management Switch) 



SW2 

ProCurve 2650 
10/100 
(OOB Management 
Switch) 



Optional Storage Solution 



42 




S 40 Expansion 
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S 29 DL145 




42 




S 40 Expansion 


41 




S 39 Expansion 




41 




S 28 DL145 




41 




S 39 Expansion 


40 




S 38 Expansion 




40 




S 27 DL145 




40 




S 38 Expansion 


39 








39 




S 26 DL145 




39 






38 




S 36 DL145 




38 




S 25 DL145 




38 




S 36 Expansion 


37 




S 35 DL145 




37 




S 24 DL145 




37 




S 35 Expansion 


36 




S 34 DL145 




36 




S 23 DL145 




36 




S 34 Expansion 


35 




S 33 DL145 




35 




S 22 DL145 




35 




S 33 Expansion 


34 




S 32 DL145 




34 




S 21 DL145 




34 




S 32 Expansion 


33 




S 31 DL145 




33 




S 20 DL145 




33 




S 31 Expansion 


32 




S 30 DL145 




32 




S 19 DL145 




32 




S 30 Expansion 


31 




S 29 DL145 




31 




S 18 DL145 




31 




S 29 Expansion 


30 




S 28 DL145 




30 
29 




S 17 DL380orDL145 




30 




S 28 Expansion 


29 




S 27 DL145 




29 




S 27 Expansion 


28 




S 26 DL145 




28 




S 16 DL145 




28 




S 26 Expansion 


27 




S 25 DL145 




27 




S 15 DL145 




27 




S 25 Expansion 


26 




S 24 DL145 




26 




S 14 DL145 




26 




S 24 Expansion 


25 




S 23 DL145 




25 




S 13 DL145 




25 




S 23 Expansion 


24 




S 22 DL145 




24 




S 12 DL145 




24 




S 22 Expansion 


23 




S 21 DL145 




23 




S 11 DL145 




23 




S 21 Expansion 


22 




SW 2 ProCurve 2650 




22 




SW 3 ProCurve 2650 




22 




SW 2 Expansion 


21 




SW 1 ProCurve 2848 




21 




SW 2 ProCurve 2848 




21 




SW 1 Expansion 


20 




S 20 DL145 




20 








20 




S 20 Expansion 


19 




S 19 DL145 




19 




S 10 DL145 




19 




S 19 Expansion 


18 




S 18 DL145 




18 




S 9 DL145 




18 




S 18 Expansion 


17 




S 17 DL145 




17 




S 8 DL145 




17 




S 17 Expansion 


16 




S 16 DL145 




16 




S 7 DL145 




16 




S 16 Expansion 
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S 15 DL145 




15 




S 6 DL145 




15 




S 15 Expansion 
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S 14 DL145 




14 




S 5 DL145 




14 




S 14 Expansion 
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S 13 DL145 
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S 4 DL145 




13 




S 13 Expansion 


12 




S 12 DL145 




12 




S 3 DL145 




12 




S 12 Expansion 
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S 11 DL145 




11 




S 2 DL145 




11 




S 11 Expansion 


10 




S 10 DL145 




10 




S 1 DL145 




10 




S 10 Expansion 
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S 9 DL145 




9 
8 
7 
6 
5 
4 
_3 
2 
1 




Myricom 17 slot 
SW 1 chassis w/GigE 
line cards 




9 




S 9 Expansion 
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S 8 DL145 




8 




S 8 Expansion 


7 




S 7 DL145 




7 




S 7 Expansion 


6 




S 6 DL145 




6 




S 6 Expansion 
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S 5 DL145 




5 




S 5 Expansion 
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S 4 DL145 




4 




S 4 Expansion 


3 




S 3 DL145 




3 




S 3 Expansion 


2 




S 2 DL145 




2 




S 2 Expansion 


1 




S 1 DL145 




1 




S 1 Expansion 


U 




Rack 1 (R1) 




U 




Rack 2 (R2) 




U 




Rack 3 (R3) 
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24 
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SW 2 Expansion 
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SW 1 Expansion 
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S 20 Expansion 
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S 12 Expansion 
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10 




S 10 Expansion 
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S 2 Expansion 
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S 1 Expansion 
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B31 



LC 3000 Series 64 Node GigE DL145 Cluster Reference 

Notes: 1. # represents the number of compute nodes. 

2. Please refer to the server options table for adding processors, memory, disks, network adapters, ... 



Part 


LC 3000 Series Parts List 


29 - 68 Nodes 


69- 108 Nodes 


109 - 128 Nodes 


Numbers 


GiqE 


(Expandable to 128 Nodes) 


(Expandable to 128 Nodes) 


(128 Node Max) 


325733-888 


Level 4 Factory Inteqration 


2 


3 


4 


359578-B21 


Configuration Resource Kit 


1 


1 


1 


333705-XXX 


DL380G3 1P-3.2GHz 1MB Cache 533MHz FSB, 2X512MB RAM 








333704-XXX 


DL380G3 1P-3.06GHz 1MB Cache 533MHz FSB, 2X51 2MB RAM 


1 


1 


1 


310587-XXX 


DL380G3 1P-3.06GHz 512KB Cache 533MHz FSB, 2X512MB RAM 


349201 -XXX 


DL380G3 1P-2.8GHz 512KB Cache 400MHz FSB, 2X512MB RAM 












36051 8-B21 


DL145 1P-1.6GHz 1MB Cache, 2X51 2MB RAM 








36051 9-B21 


DL145 1P-1.8GHz 1MB Cache, 2X1 GB RAM 


# 


# 


# 


360520-B21 


DL145 1P-2.2GHz 1MB Cache, 2X1 GB RAM 








142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 


# 


# 


# 






J4904A#WWW 


ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 


2 


3 


4 


J4899A#WWW 


ProCurve 2650 - 10/1 00-T Switch 50 Ports 1U 


2 


3 


4 


J4904A#WWW 


Compute Interconnect 

ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 








257896-003 


Myrinet 9-Slot Switch Frame, 5U, Max Support 64 Ports - M3-E64 








257896-004 


Myrinet 17-Slot Switch Frame, 9U, Max Support 128 Ports - M3-E128 


1 


1 


1 


356921 -B21 


Myrinet 8-Port GigE Switch Card With XBar - M3-SW16-8E 
*** Round up to the nearest integer. 


#18 


#18 


#18 


262818-001 


Myrinet SNMP Monitoring Line Card, Dual Port - M3-M 


1 


1 


1 


337807-001 


Myrinet Front Blanking Panel - M3-BLANK 
*** Round down to the nearest integer. 


16 - (#/ 8) 


16-(#/8) 


16 - (# / 8) 


360363-B21 


Myrinet Switch Rail Kit 


1 


1 


1 


356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 


4 


6 


8 


142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


5 


7 


9 


BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 


If # < 40, then#*3-5 
else # * 2 + 35. 


If # < 80, then #* 3 -28 
else#*2 + 52. 


# * 2 + 53 


*** For US, divide Quantity by 8 and round up to the nearest integer. 




BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 


If # < 40, then 13 
else # - 27. 


If # < 80, then 41 
else # - 39. 


lf#< 120, then #-39 
else 81. 


*** For US, divide Quantity by 8 and round up to the nearest integer. 


BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 4 and round up to the nearest integer. 


2 


2 


If # < 120, then 6 
else #- 114. 






245161-B22 


Rack 10642 (42U) Shock Pallet 


2 


3 


4 


221546-YYY 


TFT5600RKM 


1 


1 


1 


169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 


1 


1 


1 


252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 


lf#<= 40, then 4. 
If 40 < # <= 54, then 5. 
If # > 54, then 6. 


lf#<= 80, then 7. 
If 80 < # <= 94, then 8. 
If # > 94, then 9. 


lf#<= 120, then 10 
else 1 1 . 


246099-B21 


Side Panel 42U, 1 0K Series All 


1 


1 


1 


246107-B21 


Stabilizer 600mm, 10K Series All 








248929-B21 


Baying Kit, 1 0K Series All 


1 


2 


3 


25321 4-B21 


Blanking Panels, 10 Per Set, 1U, 1 0K Series All 
*** Round up to the nearest integer. 


(81 -#)/10 


(123 -#)/ 10 


(165 - #)/ 10 



LC 3000 Series GigE DL145 Cluster Order Worksheet 



Note: Please make copies for future use. 



Part 
Numbers 


LC 3000 Series Parts List 
GiqE 


Order 






325733-888 


Level 4 Factory Integration 




359578-B21 


Configuration Resource Kit 






DL380G3 Control Node 




333705-XXX 


DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 




333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 




310587-XXX 


DL380G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X512MB RAM 




349201 -XXX 


DL380G3 1 P-2.8GHZ 512KB Cache 400MHz FSB, 2X512MB RAM 








36051 8-B21 


DL145 1P-1.6GHZ 1MB Cache, 2X512MB RAM 




36051 9-B21 


DL145 1P-1.8GHZ 1MB Cache, 2X1 GB RAM 




360520-B21 


DL145 1P-2.2GHZ 1MB Cache, 2X1 GB RAM 




142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 










ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 






ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 






Compute Interconnect 




J4904A#WWW 


ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 




257896-003 


Myrinet 9-Slot Switch Frame, 5U, Max Support 64 Ports - M3-E64 




257896-004 


Myrinet 17-Slot Switch Frame, 9U, Max Support 128 Ports - M3-E128 




356921 -B21 


Myrinet 8-Port GigE Switch Card With XBar - M3-SW16-8E 




262818-001 


Myrinet SNMP Monitoring Line Card, Dual Port - M3-M 




337807-001 


Myrinet Front Blanking Panel - M3-BLANK 




360363-B21 


Myrinet Switch Rail Kit 






Common Interconnect Parts 


Quantity 


356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 




142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 




BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 






BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 






BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 






245161-B22 


Rack 10642 (42U) Shock Pallet 




221546-YYY 


TFT5600RKM 




169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 




252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 




246099-B21 


Side Panel 42U, 10K Series All 




246107-B21 


Stabilizer 600mm, 10K Series All 




248929-B21 


Baying Kit, 1 0K Series All 




253214-B21 


Blanking Panels, 1 0 Per Set, 1 U, 1 0K Series All 





Part Number Key 




WWW 
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YYY 
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US 
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001 
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B31 



365960-001 



16 



cn 

CD 

o 



LC 3000 Series 16 

Fast Ethernet (expandable to 22 nodes) 




SW1 

PraCurve 2650 
10/100 
(IB Management Switch) 





SW2 




PraCurve 2650 




10/100 




(OOB Management 




Switch) 



Optional Storage Solution 



42 






41 






40 












38 






37 






36 






35 






34 






33 






32 






31 






30 
29 




S 23 DL380 or DL145 


28 






27 






26 






25 




S 22 Expansion 


24 




S 21 Expansion 


23 




S 20 Expansion 


22 




SW 2 PraCurve 2650 


21 




SW 1 PraCurve 2650 


20 






19 




S 19 Expansion 


18 




S 18 Expansion 


17 




S 17 Expansion 


16 




S 16 DL145 


15 




S 15 DL145 


14 




S 14 DL145 


13 




S 13 DL145 


12 




S 12 DL145 


11 




S 11 DL145 


10 




S 10 DL145 


9 




S 9 DL145 


8 




S 8 DL145 


7 




S 7 DL145 


6 




S 6 DL145 


5 




S 5 DL145 


4 




S 4 DL145 


3 




S 3 DL145 


2 




S 2 DL145 


1 




S 1 DL145 


U 




Rack 1 (R1) 



Part Number Key 
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Node Fast Ethernet DL145 Cluster Reference 



Notes: 1. # represents the number of compute nodes. 

2. Please refer to the server options table for adding processors, memory, disks, network adapters, ... 



Part 


LC 3000 Series Parts List 


1 - 22 Nodes 


Numbers 


Fast Ethernet 


(22 Node Max) 




Factory Integration 


Quantity 


325733-888 


Level 4 Factory Integration 


1 


359578-B21 


Configuration Resource Kit 


1 




DL380G3 Control Node 


Quantity 


333705-XXX 


DL380G3 1 P-3.2GHZ 1 MB Cache 533MHz FSB, 2X51 2MB RAM 




333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 


1 


310587-XXX 


DL380G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X512MB RAM 


349201 -XXX 


DL380G3 1P-2.8GHZ 512KB Cache 400MHz FSB, 2X51 2MB RAM 






DL145 Compute Node 


Quantity 


36051 8-B21 


i—\ i a a r~ a r~i a r 1 /~> i i a r a r~i /"» i i~i\s r~ a or /in n a a a 

DL145 1P-1.6GHz IMB Cache, 2X51 2MB RAM 




JOUOiy-DZl 


Rl *. A C -ID A or> M-, -in/ID r^^l-ni OVIPD DAH/I 

UL140 Ir-l.obHZ 1Mb Oacne, ZAlbb KAM 


4t 
if 


OOUOiU-DZ 1 


HI A.AE. -ID O 0/^1-1-7 -1IV/ID fnnho OYIPP DAM 

ULI40 Ir-i.zonZ 1 Mb Uacne, ZA 1 bb KAM 




I4ZZ0/-DZO 


rower uora, or i -z, itu-u i o itu-u 14, incnes 


U 

ff 




IB / OOB Management Interconnect 


Quantity 


J4904A#WWW 


n m p, in/a 1 nn r\nn nnn t c^/it^h D^rtc -n 1 
rrouurve Zo4o - I U/ 1 UU/ 1 uuu- 1 owiicn, 4o runs, IU 




i a nr\r\ a ±l\ aiiaiiai 

J4899A#WWW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 


1 




Compute Interconnect 


Quantity 


1 ^ nnA A Ji.1 AIIAIIAI 

J4899A#WWW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 


1 


MQ>IQA-/AAAAAA/ 

J4o4oAffVVVVVV 


Drnminin CQVOwl 1AMAA TV 0>a,itr*k Q Cl^t IV/lnrJiiIno CI 1 Q Clrtto CillnrJ 

rrocurve oo/zxi - lu/iuu- 1 a bwitch, o blot Modules, ou, o blots rinea 




J4820A 


Procurve Switch XL 10/100-TX Switch Module, 24 Ports Per Module 




*** Round up to the nearest integer. 






Common Interconnect Parts 


Quantity 


356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 


2 


142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


2 


BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


#*3+ 1 


BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 

For US, divide Quantity by 8 and round up to the nearest integer. 


1 


BN26M-07 or 
263474-B24 


Shipldpd PAT 5F Pahlp fFMFA'l 7M 1 Ppr nr 

OIIICIUCU UA 1 \JL- UdUIC l!_IVI!_rAI, Mvl, i rci Ul 

CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 4 and round up to the nearest integer. 


2 




Rack and Power Components 


Quantity 


£-"r\J I U I D1i.1L 


Rack 1DR49 IA?\ \) ^hork Pallpt 

rvclOft IUU*Tt yrt-KJ] Ol lUOft rdllCL 


-i 
■ 


991 RAR VW 
ZZ ID40-Y Y Y 


I r I OOUUKrMVI 


i 


1 £qqqq aai 
i oyyoy-uu i 


Keyboard/Mouse/Monitor Extension Cable, US 


A 
\ 


252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 


lf#<= 9, then 1 
else 2 


246099-B21 


Side Panel 42U, 10K Series All 


1 


246107-B21 


Stabilizer 600mm, 10K Series All 


1 


248929-B21 


Baying Kit, 10K Series All 




25321 4-B21 


Blanking Panels, 10 Per Set, 1 U, 10K Series All 
*** Round up to the nearest integer. 


(39 - #)/ 10 



cn 

CD 

o 



LC 3000 Series 24 

Fast Ethernet (expandable to 36 nodes) 



-7 ^ J u 



5" 3 r 
"Em 



& 3 n 
"Em 



O 

r~ 

> 



SW1 

ProCurve 2650 
10/100 
(Cluster Interconnect 
Switch) 



SW2 

ProCurve 2650 
10/100 
(IB Management Switch) 



SW3 

ProCurve 2650 
10/100 
(OOB Management 
Switch) 



Optional Storage Solution 



42 






41 




-§-|| Expansion 


40 




S 35 Expansion 


39 




S 34 Expansion 


38 




S 33 Expansion 


37 
36 




S 32 Expansion 


S 31 Expansion 


35 




S 30 Expansion 


34 




S 29 Expansion 


33 




S 28 Expansion 


32 




S 27 Expansion 


31 




S 26 Expansion 


30 
29 




S 25 DL380 or DL145 


28 




S 24 DL145 


27 




S 23 DL145 


26 




S 22 DL145 


25 




S 21 DL145 


24 




S 20 DL145 


23 




S 19 DL145 


22 




SW 3 ProCurve 2650 


21 




SW 2 ProCurve 2650 


20 






19 




SW 1 ProCurve 2650 


18 




S 18 DL145 


17 




S 17 DL145 


16 




S 16 DL145 


15 




S 15 DL145 


14 




S 14 DL145 


13 




S 13 DL145 


12 




S 12 DL145 


11 




S 11 DL145 


10 




S 10 DL145 


9 




S 9 DL145 


8 




S 8 DL145 


7 




S 7 DL145 


6 




S 6 DL145 


5 




S 5 DL145 


4 




S 4 DL145 


3 




S 3 DL145 


2 




S 2 DL145 


1 




S 1 DL145 



Part Number Key 




WWW 


XXX 


YYY 


III 


US 


ABA 


001 


001 


D72 


EMEA 


ABB 


421 


B31 


B31 



Rack 1 (R1) 



Node Fast Ethernet DL145 Cluster Reference 



Notes: 1. # represents the number of compute nodes. 

2. Please refer to the server options table for adding processors, memory, disks, network adapters, ... 



Part 


LC 3000 Series Parts List 


1 - 36 Nodes 


Numbers 


Fast Ethernet 


(36 Node Max) 




Factory Integration 


Quantity 


325733-888 


Level 4 Factory Integration 


1 


359578-B21 


Configuration Resource Kit 


1 




DL380G3 Control Node 


Quantity 


333705-XXX 


DL380G3 1 P-3.2GHZ 1 MB Cache 533MHz FSB, 2X51 2MB RAM 




333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 


1 


310587-XXX 


DL380G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X512MB RAM 


349201 -XXX 


DL380G3 1P-2.8GHZ 512KB Cache 400MHz FSB, 2X51 2MB RAM 






DL145 Compute Node 


Quantity 


36051 8-B21 


i—\ i a a r~ a r"i a r 1 /~i i i a r a n /"* i i~i\s r~ a or /in n a a ii 

DL145 1P-1.6GHz 1MB Cache, 2X512MB RAM 




JOUOiy-DZl 


UL140 Ir-l.obnZ 1Mb Oacne, ZAlbb KAM 


4t 
if 


ooncon no<i 
OOUOiU-DZ 1 


HI A.AE. -ID O 0/^1-1-7 -1IV/ID fnnho OYIPP DAT/1 

ULI40 Ir-z.zbnZ 1Mb Uacne, ttK 1 bb KAM 




l4zzor -bzo 


rower uora, or i -z, itu-u i o itu-u 14, incnes 


ff 




IB / OOB Management Interconnect 


Quantity 


J4904A#WWW 


rrouurve zo4o - i u/ 1 uu/ 1 uuu- 1 owiicn, 4o runs, IU 




i a nr\r\ a ±l\ aiiaiiai 

J4899A#WWW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 


2 




Compute Interconnect 


Quantity 


1 ^ nnA A Ji.1 AIIAIIAI 

J4899A#WWW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 


1 


J4o4oAffVVVVVV 


Drnminin CQVOwl 1AMAA TV 0>a,itr*k Q Cl^t IV/lnrJiiIno CI 1 Q Clrtto Cilln^ 

rrocurve oorzxi - lu/iuu- 1 x bwitch, o blot Moauies, ou, o blots rinea 




J4820A 


Procurve Switch XL 10/100-TX Switch Module, 24 Ports Per Module 




*** Round up to the nearest inteqer. 






Common Interconnect Parts 


Quantity 


356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 


3 


142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


3 


BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


#*3+ 1 


BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 

For US, divide Quantity by 8 and round up to the nearest integer. 


1 


BN26M-07 or 
263474-B24 


Shipldpd PAT 5F Pahlp fFMFA'l 7M 1 Ppr nr 

OIIICIUCU UA 1 \JL- UdUIC l!_IVI!_rAI, Mvl, i rci Ul 

CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 4 and round up to the nearest integer. 


2 




Rack and Power Components 


Quantity 


£-"r\J I U I D1i.1L 


Rack 1DR49 IA?\ \) ^hork Pallpt 

rvclOft IUU*Tt yrt-KJ] Ol lUOft rdllCL 


i 


991 RAR VW 
ZZ ID40-Y Y Y 


I r I OOUUKrMVI 


A 
I 


1 £qqqq aai 
i oyyoy-uu i 


Keyboard/Mouse/Monitor Extension Cable, US 


A 
\ 






It # <= 8, then 1. 


252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 


If8<#<= 22, then 2. 
lt# > 22, then 3. 


246099-B21 


Side Panel 42U, 10K Series All 


1 


246107-B21 


Stabilizer 600mm, 10K Series All 


1 


248929-B21 


Baying Kit, 10K Series All 




25321 4-B21 


Blanking Panels, 10 Per Set, 1 U, 10K Series All 
*** Round up to the nearest integer. 


(39 - #)/ 10 



GO 
CD 

cn 

CD 
CD 
O 



LC 3000 Series 32 Node Fast Ethernet DL145 Cluster Reference 

Fast Ethernet (expandable to 72 nodes) 



Notes: 1. # represents the number of compute nodes. 

2. Please refer to the server options table for adding processors, memory, disks, network adapters, 



O D 
8. 3 u 

S-|8 



7 o D 

o 3 n 

Q--CJ jv 



7 o D 
o 3 H 

Q--CJ jv 



1 SW1 

PraCurve 5372 



ProCurve 2650 



(IB Management Switch 



5W3 

ProCurve 2650 



7 O D 

o 3 n 



I I I 



Optional Storage Solution 



42 




S 33 DL145 




42 




S 40 Expansion 


41 




S 32 DL145 




41 




S 39 Expansion 


40 




S 31 DL145 




40 




S 38 Expansion 


39 




S 30 DL145 




39 






38 




S 29 DL145 




38 




S 36 Expansion 


37 




S 28 DL145 




37 




S 35 Expansion 


36 




S 27 DL145 




36 




S 34 Expansion 


35 




S 26 DL145 




35 




S 33 Expansion 


34 




S 25 DL145 




34 




S 32 Expansion 


33 




S 24 DL145 




33 




S 31 Expansion 


32 




S 23 DL145 




32 




S 30 Expansion 


31 




S 22 DL145 




31 




S 29 Expansion 


30 
29 




S 21 DL380 or DL145 




30 




S 28 Expansion 


29 




S 27 Expansion 


28 




S 20 DL145 




28 




S 26 Expansion 


27 




S 19 DL145 




27 




S 25 Expansion 


26 




S 18 DL145 




26 




S 24 Expansion 


25 




S 17 DL145 




25 




S 23 Expansion 


24 




S 16 DL145 




24 




S 22 Expansion 


23 




S 15 DL145 




23 




S 21 Expansion 


22 




SW 3 ProCurve 2650 




22 




SW 2 Expansion 


21 




SW 2 ProCurve 2650 




21 




SW 1 Expansion 


20 








20 




S 20 Expansion 


19 




S 14 DL145 




19 




S 19 Expansion 


18 




S 13 DL145 




18 




S 18 Expansion 


17 




S 12 DL145 




17 




S 17 Expansion 


16 




S 11 DL145 




16 




S 16 Expansion 


15 




S 10 DL145 




15 




S 15 Expansion 


14 




S 9 DL145 




14 




S 14 Expansion 


13 




S 8 DL145 




13 




S 13 Expansion 


12 




S 7 DL145 




12 




S 12 Expansion 


11 




S 6 DL145 




11 




S 1 1 Expansion 


10 




S 5 DL145 




10 




S 10 Expansion 


9 




S 4 DL145 




9 




S 9 Expansion 


8 




S 3 DL145 




8 




S 8 Expansion 


7 




S 2 DL145 




7 




S 7 Expansion 


6 




S 1 DL145 




6 




S 6 Expansion 


5 
4 
_3 

2 
1 




SW 1 ProCurve 5372 




5 




S 5 Expansion 


4 




S 4 Expansion 


3 




S 3 Expansion 


2 




S 2 Expansion 


1 




S 1 Expansion 


U 




Rack 1 (R1) 




U 




Rack 2 (R2) 



7 o D 

o 3 n 

Q.-CJ jv 



LTLI 



SW1 

ProCurve 2650 
10/100 



SW2 

ProCurve 2650 



Part Number Key 




WWW 


XXX 


YYY 


III 


US 


ABA 


001 


001 


D72 


EMEA 


ABB 


421 


B31 


B31 



Part 
Numbers 


LC 3000 Series Parts List 
Fast Ethernet 


1-32 Nodes 
(Expandable to 72 Nodes) 


33 -72 Nodes 
(72 Node Max) 


325733-888 


Level 4 Factory Integration 


1 


2 


W578-B21 

J J3J I V uL I 


Pnnfinnratinn Rpqciiiitp Kit 

OUI I II^UI CUIUI 1 IxCoUUIIjC 


\ 


\ 


333705-XXX 


DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X5 12MB RAM 


1 


1 


333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 


310587-XXX 


DL380G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X512MB RAM 


349201-XXX 


DL380G3 1P-2.8GHZ 512KB Cache 400MHz FSB, 2X512MB RAM 


360518-B21 


m a ac An a rr*\ \- a inn - ovr <i on iin n aba 

DL145 1P-1.6GHz 1MB Cache, 2X512MB RAM 


# 


# 


360519-B21 


DL145 1P-1.8GHZ 1MB Cache, 2X1GB RAM 


360520-B21 


DL145 1P-2.2GHZ 1MB Cache, 2X1GB RAM 


142257-B28 


rower U)ra, ori-z, ito-oio ito-014, mcnes 


§ 


ff 


J4904A#WWW 


ProCurve 2848 - 107100/1000-T Switch, 48 Ports, 1U 






J4899A#WWW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 


2 


4 


nn 


ProCurve 2650 - 107100-T Switch, 50 Ports, 1U 






■EHMRYi'ftYl 


rrocurve oo/zxi - iu/iuu-i Aowitcn, o slot Modules, su, i slots r i ilea 


1 


1 


J4820A 


Procurve Switch XL 10/100-TX Switch Module, 24 Ports Per Module 
*** Round up to the nearest integer. 






356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 


2 


4 


142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


3 


5 


BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 

CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest inteqer. 


If #< 20, then # * 3 + 1 
else # * 2 + 21 . 


lf#<44,then#*3-8 
else # * 2 + 36. 


BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 

CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity bv 8 and round up to the nearest inteqer. 


If #< 20, then 1 
else #-19. 


IX M ^ A A A 0 

If # < 44 r then 13 
else #-31. 


BN26M-07 or 
263474-B24 


Shielded CAT 5F f able (FMFA) 7M 1 Pernr 

Ol IICIUCU \jr\ \ JL \juuK tLIVILnl, f IVI, 1 TCI Ul 

CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 4 and round up to the nearest inteqer. 


2 


2 


245161-B22 


Rank 1flfi49 ^hnrk Pallpt 
rxdiA luuti ^tiuj olluo^ raiici 


1 
i 


L 


221546-YYY 


I r I ODUUKMVI 


A 

I 


A 
I 


169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 


A 
I 


A 
I 


252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 


If +J s— P A 

If # <= b, then 1. 
If 8 < # <= 20, then 2. 
If # > 20, then 3. 


IX 4i s— A A lL nn /( 

lf#<= 44, then 4. 
|f44 <#<= 58,then 5. 
If # > 58, then 6. 


246099-B21 


Side Panel 42U.1 OK Series All 


1 


1 


246107-B21 


Stabilizer 600mm, 10K Series All 


1 




248929-B21 


Baying Kit, 10K Series All 




1 


253214-B21 


Blanking Panels, 10 Per Set, 1U, 10KSeries All 
*** Round up to the nearest integer. 


(39 -#)/ 10 


(81 -#) / 10 



LC 3000 Series 64 Node Fast Ethernet DL145 Cluster Reference 




Fast Ethernet (expandable to 192 nodes) 

Rack 2 v r Rack 3 ' 



SW1 

ProCurve 2650 
10/100 
(IB Management Switch) 



SW2 

ProCurve 2650 
10/100 
(OOB Management 
Switch) 



SW1 

ProCurve 5372 
10/100 
(Cluster Interconnect 
Switch) 



SW2 

ProCurve 2848 
10/100/1000 
(IB Management Switch) 



SW3 

ProCurve 2650 
10/100 
(OOB Management 
Switch) 



SW1 

ProCurve 2650 
10/100 
B Management Switch) 



SW2 

ProCurve 2650 
10/100 
(OOB Management 
Switch) 



SW1 

ProCurve 2650 
10/100 
B Management Switch) 



SW2 

ProCurve 2650 
10/100 
(OOB Management 
Switch) 



Optional Storage Solution 



42 




S 40 Expansion 




42 




S 33 DL145 




42 




S 40 Expansion 




42 




S 40 Expansion 




42 




S 40 Expansion 


41 




S 39 Expansion 




41 




S 32 DL145 




41 




S 39 Expansion 




41 




S 39 Expansion 




41 




S 39 Expansion 


40 




S 38 Expansion 




40 




S 31 DL145 




40 




S 38 Expansion 




40 




S 38 Expansion 




40 




S 38 Expansion 


39 








39 




S 30 DL145 




39 








39 








39 






38 




S 36 Expansion 




38 




S 29 DL145 




38 




S 36 Expansion 




38 




S 36 Expansion 




38 




S 36 Expansion 


37 




S 35 Expansion 




37 




S 28 DL145 




37 




S 35 Expansion 




37 




S 35 Expansion 




37 




S 35 Expansion 


36 




S 34 Expansion 




36 




S 27 DL145 




36 




S 34 Expansion 




36 




S 34 Expansion 




36 




S 34 Expansion 


35 




S 33 Expansion 




35 




S 26 DL145 




35 




S 33 Expansion 




35 




S 33 Expansion 




35 




S 33 Expansion 


34 




S 32 DL145 




34 




S 25 DL145 




34 




S 32 Expansion 




34 




S 32 Expansion 




34 




S 32 Expansion 


33 




S 31 DL145 




33 




S 24 DL145 




33 




S 31 Expansion 




33 




S 31 Expansion 




33 




S 31 Expansion 


32 




S 30 DL145 




32 




S 23 DL145 




32 




S 30 Expansion 




32 




S 30 Expansion 




32 




S 30 Expansion 


31 




S 29 DL145 




31 




S 22 DL145 




31 




S 29 Expansion 




31 




S 29 Expansion 




31 




S 29 Expansion 


30 




S 28 DL145 




30 
29 




S 21 DL380 or DL145 




30 




S 28 Expansion 




30 




S 28 Expansion 




30 




S 28 Expansion 


29 




S 27 DL145 




29 




S 27 Expansion 




29 




S 27 Expansion 




29 




S 27 Expansion 


28 




S 26 DL145 




28 




S 20 DL145 




28 




S 26 Expansion 




28 




S 26 Expansion 




28 




S 26 Expansion 


27 




S 25 DL145 




27 




S 19 DL145 




27 




S 25 Expansion 




27 




S 25 Expansion 




27 




S 25 Expansion 


26 




S 24 DL145 




26 




S 18 DL145 




26 




S 24 Expansion 




26 




S 24 Expansion 




26 




S 24 Expansion 


25 




S 23 DL145 




25 




S 17 DL145 




25 




S 23 Expansion 




25 




S 23 Expansion 




25 




S 23 Expansion 


24 




S 22 DL145 




24 




S 16 DL145 




24 




S 22 Expansion 




24 




S 22 Expansion 




24 




S 22 Expansion 


23 




S 21 DL145 




23 




S 15 DL145 




23 




S 21 Expansion 




23 




S 21 Expansion 




23 




S 21 Expansion 


22 




SW 2 ProCurve 2650 




22 




SW 3 ProCurve 2650 




22 




SW 2 Expansion 




22 




SW 2 Expansion 




22 




SW 2 Expansion 


21 




SW 1 ProCurve 2848 




21 




SW 2 ProCurve 2848 




21 




SW 1 Expansion 




21 




SW 1 Expansion 




21 




SW 1 Expansion 


20 




S 20 DL145 




20 








20 




S 20 Expansion 




20 




S 20 Expansion 




20 




S 20 Expansion 


19 




S 19 DL145 




19 




S 14 DL145 




19 




S 19 Expansion 




19 




S 19 Expansion 




19 




S 19 Expansion 


18 




S 18 DL145 




18 




S 13 DL145 




18 




S 18 Expansion 




18 




S 18 Expansion 




18 




S 18 Expansion 


17 




S 17 DL145 




17 




S 12 DL145 




17 




S 17 Expansion 




17 




S 17 Expansion 




17 




S 17 Expansion 


16 




S 16 DL145 




16 




S 11 DL145 




16 




S 16 Expansion 




16 




S 16 Expansion 




16 




S 16 Expansion 


15 




S 15 DL145 




15 




S 10 DL145 




15 




S 15 Expansion 




15 




S 15 Expansion 




15 




S 15 Expansion 


14 




S 14 DL145 




14 




S 9 DL145 




14 




S 14 Expansion 




14 




S 14 Expansion 




14 




S 14 Expansion 


13 




S 13 DL145 




13 




S 8 DL145 




13 




S 13 Expansion 




13 




S 13 Expansion 




13 




S 13 Expansion 


12 




S 12 DL145 




12 




S 7 DL145 




12 




S 12 Expansion 




12 




S 12 Expansion 




12 




S 12 Expansion 


11 




S 11 DL145 




11 




S 6 DL145 




11 




S 11 Expansion 




11 




S 1 1 Expansion 




11 




S 11 Expansion 


10 




S 10 DL145 




10 




S 5 DL145 




10 




S 10 Expansion 




10 




S 10 Expansion 




10 




S 10 Expansion 


9 




S 9 DL145 




9 




S 4 DL145 




9 




S 9 Expansion 




9 




S 9 Expansion 




9 




S 9 Expansion 


8 




S 8 DL145 




8 




S 3 DL145 




8 




S 8 Expansion 




8 




S 8 Expansion 




8 




S 8 Expansion 


7 




S 7 DL145 




7 




S 2 DL145 




7 




S 7 Expansion 




7 




S 7 Expansion 




7 




S 7 Expansion 


6 




S 6 DL145 




6 




S 1 DL145 




6 




S 6 Expansion 




6 




S 6 Expansion 




6 




S 6 Expansion 


5 




S 5 DL145 




5 
4 
_3 

2 
1 




SW 1 ProCurve 5372 




5 




S 5 Expansion 




5 




S 5 Expansion 




5 




S 5 Expansion 


4 




S 4 DL145 




4 




S 4 Expansion 




4 




S 4 Expansion 




4 




S 4 Expansion 


3 




S 3 DL145 




3 




S 3 Expansion 




3 




S 3 Expansion 




3 




S 3 Expansion 


2 




S 2 DL145 




2 




S 2 Expansion 




2 




S 2 Expansion 




2 




S 2 Expansion 


1 




S 1 DL145 




1 




S 1 Expansion 




1 




S 1 Expansion 




1 




S 1 Expansion 


U 




Rack 1 (R1) 




U 




Rack 2 (R2) 




U 




Rack 3 (R3) 




U 




Rack 4 (R4) 




U 




Rack 5 (R5) 



GO 
CD 

cn 

CD 
CD 
O 
i 

o 
o 



LC 3000 Series 64 Node Fast Ethernet DL145 Cluster Reference 



Part Number Key 




WWW 


XXX 


YYY 


ZZZ 


US 


ABA 


001 


001 


D72 


EMEA 


ABB 


421 


B31 


B31 



Notes: 1. # represents the number of compute nodes. 

2. Please refer to the server options table for adding processors, memory, disks, network adapters, 



Part 


LC 3000 Series Parts List 


33 - 72 Nodes 


73- 112 Nodes 


113-152 Nodes 


153- 192 Nodes 


Numhprs 

1 lUI 1 IUUI o 


Fast Ethernet 

1 CIO I L. 11 1 


(Exnandahle to 192 Nodes) 

\ l_ AUC4I \\X QUI U LU 1 \J L. I1UUUOI 


(Exnandahle to 192 Nodes! 


(Exnandahle to 192 Nodes! 


(Exnandahle to 192 Nodes! 














325733-888 


Level 4 Factory Integration 


2 


3 


4 


5 


359578-B21 


Configuration Resource Kit 


1 


1 


1 


1 




DL380G3 Control Node 










333705-XXX 


DL380G3 1P-3.2GHz 1MB Cache 533MHz FSB, 2X512MB RAM 










333704-XXX 


DL380G3 1P-3.06GHz 1MB Cache 533MHz FSB, 2X51 2MB RAM 


1 


1 


1 


1 


310587-XXX 


DL380G3 1 P-3.06GHz 512KB Cache 533MHz FSB, 2X512MB RAM 


349201 -XXX 


DL380G3 1 P-2.8GHz 512KB Cache 400MHz FSB, 2X512MB RAM 












ul 1^3 oompuie iNuue 


f\\ \ r \v\k\k\i 


n inntitw 


n inntitw 




36051 8-B21 


DL145 1P-1.6GHZ 1MB Cache, 2X512MB RAM 










36051 9-B21 


DL1 45 1 P-1 ,8GHz 1 MB Cache, 2X1 GB RAM 


# 


# 


# 


# 


360520-B21 


DL145 1P-2.2GHZ 1MB Cache, 2X1 GB RAM 










142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 


# 


# 


# 


# 














J4904A#WWW 


ProCurve 2848 - 10/1 0071 000-T Switch, 48 Ports, 1U 


1 


1 


1 


1 


J4899A#WWW 


ProCurve 2650 - 1 0/1 00-T Switch, 50 Ports, 1 U 


3 


5 


7 


9 




Compute Interconnect 










J4899A#WWW 


ProCurve 2650 - 10/1 00-T Switch, 50 Ports, 1 U 










J4848A#WWW 


Procurve 5372x1 - 10/100-TX Switch, 8 Slot Modules, 5U, 3 Slots Filled 


1 


1 


1 


1 


J4820A 


Procurve Switch XL 10/100-TX Switch Module, 24 Ports Per Module 




# / 24 - 3 


# / 24 - 3 


# / 24 - 3 


"* Round up to the nearest integer. 






Common Interconnect Parts 


Quantity 


Quantity 


Quantity 


Quantity 


356578-B21 


1 U Switch Rail Kit, 1 0K Series Rack Mount 


4 


6 


8 


10 


142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


5 


7 


9 


11 


BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 

CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


If # < 44, then # * 3 - 8 
else # * 2 + 36. 


If # < 84, then # * 3 - 33 
else # * 2 + 51 . 


#*2 + 52 


# * 2 + 53 


BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 

CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


If # < 44, then 13 
else #-31. 


If #< 84, then 41 
else #-43. 


If #< 124, then #-43 
else 81. 


81 


RM9RM rn nr 
?fi'?474-R?4 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 


2 


2 


If A < 194 then 4 

1 1 Tr ^ It^T, lllcll *f 

pIsp#- 120 


#-118 


*** For US, divide Quantity by 4 and round up to the nearest integer. 








245161-B22 


Rack 10642 (42U) Shock Pallet 


2 


3 


4 


5 


221546-YYY 


TFT5600RKM 


1 


1 


1 


1 


169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 


1 


1 


1 


1 






If #<= 44, then 4. 


If # <= 84, then 7. 


If # <= 124, then 10. 


If # <= 164, then 13. 


252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 


|f44<#<= 58, then 5. 


If84<#<= 98, then 8. 


If 124 <#<= 138, then 11. 


If 164 <#<= 178, then 14. 






If #> 58, then 6. 


If#>98, then 9. 


If # > 138, then 12. 


If # > 178. then 15. 


246099-B21 


Side Panel 42U, 10K Series All 


1 


1 


1 


1 


246107-B21 


Stabilizer 600mm, 10K Series All 










248929-B21 


Baying Kit, 1 0K Series All 


1 


2 


3 


4 


25321 4-B21 


Blanking Panels, 1 0 Per Set, 1 U, 1 0K Series All 
*** Round up to the nearest integer. 


(81 - #) / 10 


(123 - #) / 10 


(165 - #) / 10 


(207 -#)/ 10 



LC 3000 Series Fast Ethernet DL145 Cluster Order Worksheet 



Note: Please make copies for future use. 



Part 
iNumDers 


LC 3000 Series Parts List 
rasi tinernei 


Order 


oZO f oo-OoO 


Level h raciory imecjraiion 




359578-B21 


Confiquration Resource Kit 




jjj / UD-AAA 


DLooUoo Ir-j.ZorlZ 1MB OaCne OoolVInZ roD, ZADIZIVlD KMIVI 




333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 




310587-XXX 


DL380G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X512MB RAM 




G4yZU 1 -AAA 


HI O.Q.C\C ,r Z 1D 0 Rf^l-I-? ^"lOLCR P^rho /I OHM LI -7 CCD oyriomr dam 
DLooUoo 1 r-Z. OurlZ 0 1 Zr\D Oacne 4UUIVInZ rod, ZAu 1 ZlvlD r\AIVI 




obUol O-DZl 


HI AAR AD A d.C^\-\-7 1MR fo^ho OYKIOMD DAy 

UL 1 4o 1 r- 1 .bo HZ 1 Mb OaCPie, ZAO IZMD KAM 




36051 9-B21 


DL145 1P-1.8GHZ 1MB Cache, 2X1 GB RAM 




360520-B21 


DL145 1P-2.2GHZ 1MB Cache, 2X1 GB RAM 




142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 




J4904A#WWW 


ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 




J4899A#WWW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 




J4899A#WWW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 




J4848A#WWW 


Procurve 5372x1 - 10/100-TX Switch, 8 Slot Modules, 5U, 3 Slots Filled 




J4820A 


Procurve Switch XL 10/100-TX Switch Module, 24 Ports Per Module 








356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 




142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 




BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 






BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 






BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 






245161-B22 


Rack 1 0642 (42U) Shock Pallet 




221546-YYY 


TFT5600RKM 




169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 




252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 




246099-B21 


Side Panel 42U, 10K Series All 




246107-B21 


Stabilizer 600mm, 10K Series All 




248929-B21 


Baying Kit, 10K Series All 




253214-B21 


Blanking Panels, 10 Per Set, 1U, 10K Series All 





Part Number Key 




WWW 


XXX 


YYY 


ZZZ 


US 


ABA 


001 


001 


D72 


EMEA 


ABB 


421 


B31 


B31 



365960-001 
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LC 3000 Series DL380 and DL145 Options 



Note: Please make copies for future use. 



Part Numbers 


LO oUUU beries rarts List 
Options 


Order 


293048-B21 


Fan Kit 




313054-B21 


Hot Plug Redundant Power Supply 




333714-B21 


1P-3.2GHz 1MB Cache 533MHz FSB Processor Option Kit 




33371 3-B21 


1P-3.06GHz 1MB Cache 533MHz FSB Processor Option Kit 




257916-B21 


1 P-3.06GHz 512KB Cache 533MHz FSB Processor Option Kit 




25791 5-B21 


1 P-2.8GHz 512KB Cache 400MHz FSB Processor Option Kit 




300678-B21 


512MB PC2100 Memory Kit (2X256MB) 




300679-B21 


1024MB PC2100 Memory Kit (2X51 2MB) 




300680-B21 


2048MB PC2100 Memory Kit (2X1 024MB) 




300682-B21 


4096MB PC2100 Memory Kit (2X2048MB) 




28671 3-B22 


36.4GB 10K HDD U320 




286714-B22 


72.8GB 10K HDD U320 




28671 6-B22 


146.8GB 10K HDD U320 




286775-B22 


18.2GB 15K HDD U320 




286776-B22 


36.4GB 15K HDD U320 




286778-B22 


72.8GB 15K HDD U320 




313881-B21 


NC7170 Dual Port 1000T Gigabit Server Adapter 




290563-B21 


NC7771 PCI-X 1 0/1 00/1 000-T Server Adapter 




263825-B21 


iLO Advanced Pack All 








361034-B21 


1 P-1 .6GHz 1 MB Cache Processor Option Kit 




361035-B21 


1 P-1 .8GHz 1 MB Cache Processor Option Kit 




361036-B21 


1 P-2.2GHz 1 MB Cache Processor Option Kit 




361037-B21 


1024MB PC2700 Memory Kit (2X51 2MB) 




361038-B21 


2048MB PC2700 Memory Kit (2X1 024MB) 




361039-B21 


4096MB PC2700 Memory Kit (2X2048MB) 




361040-B21 


Slim DVD 




230534-B21 


40GB ATA NHP HDD 




278424-B21 


80GB ATA NHP HDD 




271832-B21 


36GB SCSI NHP HDD 




332751 -B21 


72GB SCSI NHP HDD 




313881-B21 


NC7170 Dual Port 1000T Gigabit Server Adapter 
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LC 3000 Series Software Options 



Notes: 1. # represents the number of compute nodes. 
2. Please make multiple copies for future use. 



Part 
Numbers 


LC 3000 Series Software Options 


Order 




Red Hat - 1 Year 








365979-002 


Red Hat Enterprise Linux ES 3 1-2 CPU, 1 Year (Americas) 


1 






351374-B21 


Red Hat Enterprise Linux ES 3 1-2 CPU, 1 Year (EMEA) 




365985-002 


Red Hat Enterprise Linux AS 3 1-2 CPU, 1 Year (Americas) 




351372-B21 


Red Hat Enterprise Linux AS 3 1-2 CPU, 1 Year (EMEA) 




36631 3-B21 


Red Hat WS 3 / High Performance Computing (32-bit), Base 8 Pack and Media, 
1 Year 




1 




35997 1-B21 


Red Hat WS 3 / High Performance Computing (32-bit), Additional 8 Pack, 1 Year 
*** Round up to the nearest integer. 




(# - 8) / 8 






Red Hat - 3 Year 








365980-002 


Red Hat Enterprise Linux ES 3 1-2 CPU, 3 Year (Americas) 


1 






351375-B21 


Red Hat Enterprise Linux ES 3 1-2 CPU, 3 Year (EMEA) 




365986-002 


Red Hat Enterprise Linux AS 3 1-2 CPU, 3 Year (Americas) 




351373-B21 


Red Hat Enterprise Linux AS 3 1-2 CPU, 3 Year (EMEA) 




366316-B21 


Red Hat WS 3 / High Performance Computing (32-bit), Base 8 Pack and Media, 
3 Year 




1 




359972-B21 


Red Hat WS 3 / High Performance Computing (32-bit), Additional 8 Pack, 3 Year 
*** Round up to the nearest integer. 




(# - 8) / 8 






SUSE - 1 Year 




Compute 


Quantity 


344074-B21 


SLES8 1-2 CPU, 1 Year 


1 






366319-B21 


SLES 8 / High Performance Computing (32-bit), Base 8 Pack and Media, 1 Year 




1 




359973-B21 


SLES 8 / Hiah Performance Comnutina C32-bit1 Additional 8 Pack 1 Year 

ULL. \J I 1 Hull 1 ul IUI 1 1 lul luu wUI IIUULII IU 1 JL Ul L J 3 t\\A \J 1 LI 1 1 CA 1 1 Q w 1 \ j 1 1 \j CA 1 

*** Round up to the nearest integer. 




(# - 8) / 8 




344075-B21 


SLES 8 1-2 CPU, 3 Year 


1 






366322-B21 


SLES 8 / High Performance Computing (32-bit), Base 8 Pack and Media, 3 Year 




1 




359974-B21 


SLES 8 / High Performance Computing (32-bit), Additional 8 Pack, 3 Year 
*** Round up to the nearest integer. 




(# - 8) / 8 






Microsoft Windows 




339105-B21 


Microsoft Windows Server 2003, Standard Edition, 5 Client Access Licenses 


1 






339233-B21 


Microsoft Windows Server 2003, Enterprise Edition, 25 Client Access Licenses 




354663-B21 


Microsoft Windows Server 2003, Standard Edition for High Performance Computing, 

Media and 16-License Pack 

*** Round up to the nearest integer. 




#/ 16 




Note: Scali Manage/Connect is supported on Linux operating systems only. 


359960-B21 


Scali Manage/Connect for TCP/IP, Media and Contol Node License 


1 






359962-B21 


Scali Manage/Connect for Myrinet, Media and Contol Node License 




366382-B21 


Scali Manage/Connect, Compute Node License 




# 
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LC 3000 Series Fibre Channel GFS (16 node - 48 TB) 



o 2 i~ 
""go 



-* hi O 
1 



z 2d 
sor 

8. s " 

0 O 



^ u - ^ w O 
I I I I I 



16 Storage Nodes 



ProCurve 
2848 
10/100/1000 



SAN Switch 2/32 











} 


MSA30 


• •• 


MSA30 


] 




2 TB 




2 TB 






MSA30 




MSA30 






2 TB 




2 TB 







Storage Nodes 



> 16 MSA30s 



Cluster Connection 



42 


Empty 


41 


Empty 


40 


Empty 


39 


Empty 


38 


Empty 


37 


Empty 


36 


Empty 


35 


Empty 


34 


ProCurve 2848 


33 


FC SW 


32 


DL380 


31 


Storage Node 


30 


DL380 


29 


Storage Node 


28 


DL380 


27 


Storage Node 


26 


DL380 


25 


Storage Node 


24 


DL380 


23 


Storage Node 


22 


DL380 


21 


Storage Node 


20 


DL380 


19 


Storage Node 


18 


DL380 


17 


Storage Node 


16 


DL380 


15 


Storage Node 


14 


DL380 


13 


Storage Node 


12 


DL380 


11 


Storage Node 


10 


DL380 


9 


Storage Node 


8 


DL380 


7 


Storage Node 


6 


DL380 


5 


Storage Node 


4 


DL380 


3 


Storage Node 


2 


DL380 


1 


Storage Node 




Note: Please refer to the storage subsystem options table for adding processors, memory, disks, 
network adapters, rack and power, ... 



Part Number Key 




WWW 


XXX 


US 


ABA 


001 


EMEA 


ABB 


421 



Part Numbers 


Storage Subsystem Parts List 


FCGFS 
16 node -48 TB 




DL380G3 Storage Node 


Quantity 


333705-XXX 


DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 




333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 


16 


310587-XXX 


DL380G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X512MB RAM 


349201 -XXX 


DL380G3 1 P-2.8GHZ 51 2KB Cache 400MHz FSB, 2X51 2MB RAM 




281541-B21 


FCA2214(FC HBA) 


16 


273914-B21 


SA 6404 (SCSI HBA) 






Storage Components 


Quantity 


302969-B21 


MSA30 SBw1 12' VHCDI cable 


16 


201724-B21 


MSA500 w/2 6' VHDCI cables & 128MB cache 




201723-B22 


MSA1000 W/256MB cache, I/O module & 1 SFP 


8 




Management/Storage Interconnect 


Quantity 


J4904A#WWW 


ProCurve 2848 - 1 071 0071 000-T Switch, 48 Ports, 1U 


1 


J4903A#WWW 


ProCurve 2824 - 10/1 00/1 000-T Switch, 24 Ports, 1U 




356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 


1 


288247-B21 


MSA1000 SAN Switch 2/8 (Ships with 4 SFPs) 




322118-B21 


SAN Switch 2/16 




240603-B21 


SAN Switch 2/32 


1 


221470-B21 


2 Gb SFP SW Transceiver 


48 


142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


2 


221692-B21 


Fiber Cable, LC-LC, Optical, 2M 


8 


221692-B22 


Fiber Cable, LC-LC, Optical, 5M 


8 


221692-B23 


Fiber Cable, LC-LC, Optical, 15M 


8 


BN26M-03 or 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 




263474-B22 


CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


16 


BN26M-04 or 


Shielded CAT5E Cable (EMEA), 4M, 1 Per or 




263474-B23 


CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


16 


BN26M-07 or 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 




263474-B24 


CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


4 



365960-001 



LC 3000 Series Fibre Channel GFS (8 node - 24 TB) 



z a o 

a ° r 

""eg 



I I I I I 



o 2 i~ 

0 ° 



— ■ ro m O 
I I I I I 



8 Storage Nodes 



ProCurve 
2824 
10/100/1000 



SAN Switch 2/16 











} 


MSA30 


• •• 


MSA30 


] 




2 TB 




2 TB 






MSA30 




MSA30 




► 


2 TB 




2 TB 




* 



> 8 MSA30s 



Storage Nodes 



Cluster Connection 



42 


Empty 


41 


Empty 


40 


Empty 


39 


Empty 


38 


Empty 


37 


Empty 


36 


Empty 


35 


Empty 


34 


Empty 


33 


Empty 


32 


Empty 


31 


Empty 


30 


Empty 


29 


Empty 


28 


Empty 


27 


Empty 


26 


Empty 


25 


Empty 


24 


Empty 


23 


Empty 


22 


Empty 


21 


Empty 


20 


Empty 


19 


Empty 


18 


ProCurve 2824 


17 


FC SW 


16 


DL380 


15 


Storage Node 


14 


DL380 


13 


Storage Node 


12 


DL380 


11 


Storage Node 


10 


DL380 


9 


Storage Node 


8 


DL380 


7 


Storage Node 


6 


DL380 


5 


Storage Node 


4 


DL380 


3 


Storage Node 


2 


DL380 


1 


Storage Node 



Empty 



Empty 



Note: Please refer to the storage subsystem options table for adding processors, memory, disks, 
network adapters, rack and power, ... 







Part Number Key 




WWW 


XXX 


US 


ABA 


001 


EMEA 


ABB 


421 



Part Numbers 


Storage Subsystem Parts List 


FC GFS 
8 node - 24TB 




DL380G3 Storage Node 


Quantity 


333705-XXX 


DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 




333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 


8 


310587-XXX 


DL380G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X51 2MB RAM 




349201 -XXX 


DL380G3 1P-2.8GHZ 512KB Cache 400MHz FSB, 2X51 2MB RAM 




281541-B21 


FCA2214 (FC HBA) 


8 


273914-B21 


SA 6404 (SCSI HBA) 






Storage Components 


Quantity 


302969-B21 


MSA30 SB w1 12' VHCDI cable 


8 


201724-B21 


MSA500 w/2 6' VHDCI cables & 128MB cache 




201723-B22 


MSA1000 W/256MB cache, I/O module & 1 SFP 


4 




Management/Storage Interconnect 


Quantity 


J4904A#WWW 


ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 




J4903A#WWW 


ProCurve 2824 - 10/1 00/1 000-T Switch, 24 Ports, 1U 


1 


356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 


1 


288247-B21 


MSA1000 SAN Switch 2/8 (Ships with 4 SFPs) 




322118-B21 


SAN Switch 2/16 


1 


240603-B21 


SAN Switch 2/32 




221470-B21 


2 Gb SFP SW Transceiver 


24 


142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


2 


221692-B21 


Fiber Cable, LC-LC, Optical, 2M 


6 


221692-B22 


Fiber Cable, LC-LC, Optical, 5M 


6 


221692-B23 


Fiber Cable, LC-LC, Optical, 15M 




BN26M-03 or 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 




263474-B22 


CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


8 


BN26M-04 or 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 




263474-B23 


CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


8 


BN26M-07 or 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 




263474-B24 


CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


4 
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LC 3000 Series Fibre Channel GFS (4 node - 12 TB) 



z 9o 
a 9 r- 

8. s " 

CD CO g 



U_LL_l 



ProCurve 
2824 
10/100/1000 



4 Storage Nodes 




1 MSA1000 
w/Embedded 
SAN Switch 2/8 

1 MSA1000 



• 4 MSA30S 



Storage Nodes 



Cluster Connection 



42 


Empty 


41 


Empty 


40 


Empty 


39 


Empty 


38 


Empty 


37 


Empty 


36 


Empty 


35 


Empty 


34 


Empty 


33 


Empty 


32 


Empty 


31 


Empty 


30 


Empty 


29 


ProCurve 2824 


28 


DL380 


27 


Storage Node 


26 


DL380 


25 


Storage Node 


24 


DL380 


23 


Storage Node 


22 


DL380 


21 


Storage Node 


20 




19 




18 
17 




16 




15 




14 




13 




12 




11 




10 

9 




8 
7 




6 




5 




4 




3 




2 
1 





Note: Please refer to the storage subsystem options table for adding processors, memory, disks, 
network adapters, rack and power, ... 



Part Number Key 




WWW 


XXX 


US 


ABA 


001 


EMEA 


ABB 


421 



Part Numbers 


Storage Subsystem Parts List 


FC GFS 
4 node -12 TB 




DL380G3 Storage Node 


Quantity 


333705-XXX 


DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 




333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 


4 


310587-XXX 


DL380G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X512MB RAM 


349201 -XXX 


DL380G3 1 P-2.8GHZ 512KB Cache 400MHz FSB, 2X512MB RAM 




281541-B21 


FCA2214(FCHBA) 


4 


273914-B21 


SA 6404 (SCSI HBA) 






Storage Components 


Quantity 


302969-B21 


MSA30 SB w1 12' VHCDI cable 


4 


201724-B21 


MSA500 w/2 6' VHDCI cables & 128MB cache 




201723-B22 


MSA1000 W/256MB cache, I/O module & 1 SFP 


2 




Management/Storage Interconnect 


Quantity 


J4904A#WWW 


ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 




J4903A#WWW 


ProCurve 2824 - 10/1 00/1 000-T Switch, 24 Ports, 1U 


1 


356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 


1 


288247-B21 


MSA1000 SAN Switch 2/8 (Ships with 4 SFPs) 


1 


322118-B21 


SAN Switch 2/16 




240603-B21 


SAN Switch 2/32 




221470-B21 


2 Gb SFP SW Transceiver 


2 


142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


1 


221692-B21 


Fiber Cable, LC-LC, Optical, 2M 


3 


221692-B22 


Fiber Cable, LC-LC, Optical, 5M 




221692-B23 


Fiber Cable, LC-LC, Optical, 15M 




BN26M-03 or 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 




263474-B22 


CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


8 


BN26M-04 or 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 




263474-B23 


CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 




BN26M-07 or 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 




263474-B24 


CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


4 



365960-001 
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LC 3000 Series Fibre Channel GFS 
(2 node - 6 TB) 



LC 3000 Series SCSI High Availability NFS 2TB 



(DID S 



2 Storage Nodes 



SAN 
Switch 2/8 






> 


MSA30 




2 TB 




MSA30 




2 TB 





1 MSA1000 
w/Embedded 



Storage Nodes 



Cluster Connection 



DL380 
Storage Node 



DL380 
Storage Node 




Note: Please refer to the storage subsystem options table for adding processors, memory, 
disks, nework adapters, rack and power, ... 



Part Numbers 


Storage Subsystem Parts List 


FC GFS 
2 Node - 6TB 




DL380G3 Storage Node 


Quantity 


333705-XXX 


DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 




333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 


2 


310587-XXX 


DL380G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X512MB RAM 


349201 -XXX 


DL380G3 1 P-2.8GHZ 51 2KB Cache 400MHz FSB, 2X51 2MB RAM 




281541-B21 


FCA2214 (FC HBA) 


2 


273914-B21 


SA 6404 (SCSI HBA) 






Storage Components 


Quantity 


302969-B21 


MSA30SBw1 12' VHCDI cable 


2 


201724-B21 


MSA500 w/2 6' VHDCI cables & 128MB cache 




201723-B22 


MSA1000 W/256MB cache, I/O module & 1 SFP 


1 




Management/Storage Interconnect 


Quantity 


J4904A#WWW 


ProCurve 2848 - 10/100/1000-T Switch, 48 Ports, 1U 




J4903A#WWW 


ProCurve 2824 - 10/100/1000-T Switch, 24 Ports, 1U 




356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 




288247-B21 


MSA1000 SAN Switch 2/8 (Ships with 4 SFPs) 


1 


322118-B21 


SAN Switch 2/16 




240603-B21 


SAN Switch 2/32 




221470-B21 


2 Gb SFP SW Transceiver 




142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 




221692-B21 


Fiber Cable, LC-LC, Optical, 2M 


2 


221692-B22 


Fiber Cable, LC-LC, Optical, 5M 




221692-B23 


Fiber Cable, LC-LC, Optical, 15M 




BN26M-03 or 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 




263474-B22 


CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 




BN26M-04 or 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 




263474-B23 


CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 




BN26M-07 or 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 




263474-B24 


CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


4 



Part Number Key 
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US 


ABA 


001 


EMEA 


ABB 


421 
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MSA500 



2 Storage Nodes 
1 MSA500 



Storage Nodes 



Cluster Connection 



DL380 
Storage Node 



DL380 
Storage Node 



Note: Please refer to the storage subsystem options table for adding processors, memory, 
disks, nework adapters, rack and power, ... 



Part Numbers 


Storage Subsystem Parts List 


SCSI HA NFS 
2TB 




DL380G3 Storage Node 


Quantity 


333705-XXX 


DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 


2 


333704-XXX 


DL380G3 1 P-3.06GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 


310587-XXX 


DL380G3 1 P-3.06GHZ 512KB Cache 533MHz FSB, 2X512MB RAM 


349201-XXX 


DL380G3 1 P-2.8GHZ 512KB Cache 400MHz FSB, 2X512MB RAM 


281541-B21 


FCA2214 (FC HBA) 




273914-B21 


SA 6404 (SCSI HBA) 






Storage Components 


Quantity 


302969-B21 


MSA30SBw1 12' VHCDI cable 




201724-B21 


MSA500 w/2 6' VHDCI cables & 128MB cache 


1 


201723-B22 


MSA1000 W/256MB cache, I/O module & 1 SFP 






Management/Storage Interconnect 


Quantity 


J4904A#WWW 


ProCurve 2848 - 1 0/1 00/1 000-T Switch , 48 Ports, 1 U 




J4903A#WWW 


ProCurve 2824 - 1 0/1 00/1 000-T Switch, 24 Ports, 1 U 




356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 




288247-B21 


MSA1000 SAN Switch 2/8 (Ships with 4 SFPs) 




322118-B21 


SAN Switch 2/16 




240603-B21 


SAN Switch 2/32 




221470-B21 


2 Gb SFP SW Transceiver 




142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 




221692-B21 


Fiber Cable, LC-LC, Optical, 2M 




221692-B22 


Fiber Cable, LC-LC, Optical, 5M 




221692-B23 


Fiber Cable, LC-LC, Optical, 15M 




BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 




BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 




BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 
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LC 3000 Series SCSI NFS 4TB 



8.3 s 



- — ^ n o 
I I I I 



MSA30 


1 


MSA30 


2 TB 








1 







1 Storage Node 
2 MSA30 



Storage Node 



Cluster Connection 




Note: Please refer to the storage subsystem options table for adding processors, memory, 
disks, nework adapters, rack and power, ... 



CD 



Part Numbers 


Storage Subsystem Parts List 


SCSI NFS 
4TB 




DL380G3 Storage Node 


Quantity 


333705-XXX 


DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 


1 


333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 


310587-XXX 


DL380G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X51 2MB RAM 


349201 -XXX 


DL380G3 1 P-2.8GHZ 51 2KB Cache 400MHz FSB, 2X51 2MB RAM 


281541-B21 


FCA2214(FCHBA) 




273914-B21 


SA 6404 (SCSI HBA) 


1 




Storage Components 


Quantity 


302969-B21 


MSA30SBw1 12' VHCDI cable 


2 


201724-B21 


MSA500 w/2 6' VHDCI cables & 128MB cache 




201723-B22 


MSA1000 W/256MB cache, I/O module & 1 SFP 






Management/Storage Interconnect 


Quantity 


J4904A#WWW 


ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 




J4903A#WWW 


ProCurve 2824 - 10/1 00/1 000-T Switch, 24 Ports, 1U 




356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 




288247-B21 


MSA1 000 SAN Switch 2/8 (Ships with 4 SFPs) 




322118-B21 


SAN Switch 2/16 




240603-B21 


SAN Switch 2/32 




221470-B21 


2 Gb SFP SW Transceiver 




142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 




221692-B21 


Fiber Cable, LC-LC, Optical, 2M 




221692-B22 


Fiber Cable, LC-LC, Optical, 5M 




221692-B23 


Fiber Cable, LC-LC, Optical, 15M 




BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 




BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 




BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


2 



Part Number Key 




WWW 


XXX 


US 


ABA 


001 


EMEA 


ABB 


421 



LC 3000 Series SCSI NFS 8TB 




4 MSA30 • 



Storage Node 
Cluster Connection 



Note: Please refer to the storage subsystem options table for adding processors, memory, 
disks, nework adapters, rack and power, ... 



Part Numbers 


Storage Subsystem Parts List 


SCSI NFS 
8TB 






Quantity 


333705-XXX 


DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 


1 


333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 


310587-XXX 


DL380G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X51 2MB RAM 


349201 -XXX 


DL380G3 1 P-2.8GHZ 512KB Cache 400MHz FSB, 2X512MB RAM 


281541-B21 


FCA2214(FCHBA) 




273914-B21 


SA 6404 (SCSI HBA) 


1 




Storage Components 


Quantity 


302969-B21 


MSA30SBw1 12' VHCDI cable 


4 


201724-B21 


MSA500 w/2 6' VHDCI cables & 128MB cache 




201723-B22 


MSA1000 W/256MB cache, I/O module & 1 SFP 






Management/Storage Interconnect 


Quantity 


J4904A#WWW 


ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 




J4903A#WWW 


ProCurve 2824 - 10/1 00/1 000-T Switch, 24 Ports, 1U 




356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 




288247-B21 


MSA1 000 SAN Switch 2/8 (Ships with 4 SFPs) 




322118-B21 


SAN Switch 2/16 




240603-B21 


SAN Switch 2/32 




221470-B21 


2 Gb SFP SW Transceiver 




142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 




221692-B21 


Fiber Cable, LC-LC, Optical, 2M 




221692-B22 


Fiber Cable, LC-LC, Optical, 5M 




221692-B23 


Fiber Cable, LC-LC, Optical, 15M 




BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 




BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 




BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


2 



LC 3000 Series Storage Subsystem Options 



Note: Please make multiple copies for future use. 



Part Numbers 


Storage Subsystem Options 


Order 




DL380G3 


Quantity 


263825-B21 


iLO Advanced Pack ALL 




293048-B21 


Fan Kit 




333714-B21 


1 P-3.2GHz 1 MB Cache 533MHz FSB Processor Option 




33371 3-B21 


1P-3.06GHz 1MB Cache 533MHz FSB Processor Option 




25791 6-B21 


1P-3.06GHZ 512KB Cache 533MHz FSB Processor 




25791 5-B21 


1P-2.8GHz 512KB Cache 400MHz FSB Processor Option 




300678-B21 


512MB PC2100 Memory Kit (2X256MB) 




300679-B21 


1024MB PC2100 Memory Kit (2X51 2MB) 




300680-B21 


2048MB PC2100 Memory Kit (2X1 024MB) 




300682-B21 


4096MB PC2100 Memory Kit (2X2048MB) 




313054-B21 


Hot Plug Redundant Power Supply 








28671 3-B22 


36.4 GB U320 10K 




286714-B22 


72.8 GB U320 10K 




28671 6-B22 


146.8 GB U320 10K 




286775-B22 


18.2 GB U320 15K 




286776-B22 


36.4 GB U320 15K 




286778-B22 


72.8 GB U320 15K 






Storage Options 


Quantity 


153506-B21 


128BM Controler cache module 




254786-B21 


256 MB Controller cache module 




245161-B22 


Rack 10642 (42U) Shock Pallet 




221546-YYY 


TFT5600RKM 




169989-001 


K/M/M Ext Cable US 




252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 




246099-B21 


Side Panel 42U, 10K Series All 




246107-B21 


Stabilizer 600mm, 10K Series All 




248929-B21 


Baying Kit, 10K Series All 




253214-B21 


Blanking Panel, 10 Per Set, 1U, 10K Series All 





Part Number Key 




YYY 


777 


US 


001 


D72 


EMEA 


B31 


B31 



LC 3000 Series Myrinet DL145 Cluster Upgrade Worksheet 



Note: Please make copies for future use. 



Part 
Numbers 


LC 3000 Series Parts List 
Mvrinet Field Upqrade 


Current 
Confiquration 


New 
Confiquration 


Parts Needed 
(New Confiq - Current Confiq) 




DL380G3 Control Node 




333705-XXX 


DL380G3 1 P-3.2GHZ 1 MB Cache 533MHz FSB, 2X51 2MB RAM 








333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 








310587-XXX 


DL380G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X51 2MB RAM 








349201 -XXX 


DL380G3 1P-2.8GHZ 512KB Cache 400MHz FSB, 2X51 2MB RAM 












36051 8-B21 


DL145 1P-1.6GHZ 1MB Cache, 2X512MB RAM 








36051 9-B21 


DL145 1P-1.8GHZ 1MB Cache, 2X1GB RAM 








360520-B21 


DL145 1P-2.2GHZ 1MB Cache, 2X1GB RAM 








257894-006 


Myrinet Fiber PCI-X Single Port Adapter Card - M3F-PCIXD-2 








142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 










ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 








J4899A#WWW 


ProCurve 2650 - 1 0/1 00-T Switch , 50 Ports, 1 U 










Compute Interconnect 








257896-002 


Myrinet 5-Slot Switch Frame, 3U, Max Support 32 Ports - M3-E32 








257896-003 


Myrinet 9-Slot Switch Frame, 5U, Max Support 64 Ports - M3-E64 








257896-004 


Myrinet 17-Slot Switch Frame, 9U, Max Support 128 Ports - M3-E128 








257895-001 


Myrinet 8-Port Fiber Switch Card With XBar - M3-SW16-8F 








262818-001 


Myrinet SNMP Monitoring Line Card, Dual Port - M3-M 








337807-001 


Myrinet Front Blanking Panel - M3-BLANK 








360363-B21 


Myrinet Switch Rail Kit 












356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 








142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 








BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 














BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 














BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 














221692-B22 


Fiber Cable, LC-LC, OPTICAL, 5M 








221692-B23 


Fiber Cable, LC-LC, OPTICAL, 15M 








245161-B22 


Rack 10642 (42U) Shock Pallet 








221546-YYY 


TFT5600RKM 








169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 








252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 








246099-B21 


Side Panel 42U, 10K Series All 








246107-B21 


Stabilizer 600mm, 10K Series All 








248929-B21 


Baying Kit, 10K Series All 








253214-B21 


Blanking Panels, 10 Per Set, 1U, 1 0K Series All 









Part Number Key 




WWW 


XXX 


YYY 


III 


US 


ABA 


001 


001 


D72 


EMEA 


ABB 


421 


B31 


B31 



365960-001 



LC 3000 Series GigE DL145 Cluster Upgrade Worksheet 



Note: Please make copies for future use. 



Part 
Numhprs 


LC 3000 Series Parts List 
GiqE Field Upqrade 


Current 
Confiquration 


New 
Confiquration 


Parts Needed 
(New Confiq - Current Confiq) 




DL380G3 Control Node 




333705-XXX 


DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 








333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 








310587-XXX 


DL380G3 1 P-3.06GHZ 51 2KB Cache 533MHz FSB, 2X51 2MB RAM 








349201 -XXX 


DL380G3 1 P-2.8GHZ 51 2KB Cache 400MHz FSB, 2X51 2MB RAM 












360518-B21 


DL145 1P-1.6GHZ 1MB Cache, 2X512MB RAM 








36051 9-B21 


DL145 1P-1.8GHZ 1MB Cache, 2X1 GB RAM 








360520-B21 


DL145 1P-2.2GHZ 1MB Cache, 2X1 GB RAM 








142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 
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257896-003 


Myrinet 9-Slot Switch Frame, 5U, Max Support 64 Ports - M3-E64 








257896-004 


Myrinet 17-Slot Switch Frame, 9U, Max Support 128 Ports - M3-E128 








356921-B21 


Myrinet 8-Port GigE Switch Card With XBar - M3-SW16-8E 








262818-001 


Myrinet SNMP Monitoring Line Card, Dual Port - M3-M 








337807-001 


Myrinet Front Blanking Panel - M3-BLANK 








360363-B21 


Myrinet Switch Rail Kit 










Common Interconnect Parts 








' 356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 








142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 








BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 














BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 














BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 














245161-B22 


Rack 10642 (42U) Shock Pallet 








221546-YYY 


TFT5600RKM 








169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 








252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 








246099-B21 


Side Panel 42U, 1 0K Series All 








246107-B21 


Stabilizer 600mm, 10K Series All 








248929-B21 


Baying Kit, 10K Series All 








253214-B21 


Blanking Panels, 10 Per Set, 1U, 10K Series All 









Part Number Key 
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YYY 
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US 
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D72 
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421 


B31 


B31 



365960-001 



LC 3000 Series Fast Ethernet DL145 Cluster Upgrade Worksheet 



Note: Please make copies for future use. 



Part 
Numbers 


LC 3000 Series Parts List 
Fast Ethernet Field Upqrade 


Current 
Confiquration 


New 
Confiquration 


Parts Needed 
(New Confiq - Current Confiq) 




DL380G3 Control Node 




333705-XXX 


DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 








333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 








310587-XXX 


DL380G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X512MB RAM 








349201 -XXX 


DL380G3 1P-2.8GHZ 512KB Cache 400MHz FSB, 2X512MB RAM 








r— 


DL145 Compute Node Quantity I Quantity ! Quantity 


360518-B21 


DL145 1P-1.6GHz 1MB Cache, 2X512MB RAM 








360519-B21 


DL145 1P-1.8GHz 1MB Cache, 2X1 GB RAM 








360520-B21 


DL145 1P-2.2GHz 1MB Cache, 2X1 GB RAM 








142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 










IB / OOB Management Interconnect ( Quantity ! Quantity I Quantity 


J4904A#WWW 


ProCurve 2848 - 10/100/1000-T Switch, 48 Ports, 1U 








J4899A#WWW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 










Compute Interconnect I Quantity i Quantity i Quantity 


J4899A#WWW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 








J4848A#WWW 


Procurve 5372x1 - 10/100-TX Switch, 8 Slot Modules, 5U, 3 Slots Filled 








J4820A 


Procurve Switch XL 10/100-TX Switch Module, 24 Ports Per Module 








356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 








142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 








BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 














BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 














BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 














245161-B22 


Rack 10642 (42U) Shock Pallet 








221546-YYY 


TFT5600RKM 








169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 








252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 








246099-B21 


Side Panel 42U, 10K Series All 








246107-B21 


Stabilizer 600mm, 10K Series All 








248929-B21 


Baying Kit, 10K Series All 








253214-B21 


Blanking Panels, 10 Per Set, 1 U, 1 0K Series All 









Part Number Key 
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